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Access and Use: The Otis Historical Archives is committed to providing open access to its collections as 
far as possible within the limits of privacy and confidentiality. Access to this collection is at the 
discretion of the Otis Historical Archives and material contained within the records may be subject to 
review before access is granted. 

Collection History: The collection began during World War I when the Army Medical Museum's Medical 
Arts Department began using motion pictures to document medical treatments. It appears to have 
increased substantially during World War II when the Museum 's Medical Illustration Service took 
footage overseas and in America. In Washington, the Museum hosted showings of films, the majority of 
which were probably propaganda. The propaganda films were transferred to the Library of Congress in 
the late 1990s, but the collection has been replenished through transfers of film and video from the 
Walter Reed Army Medical Center's TV branch (aka WRAMC-TV) and by a very large transfer of films 
from the Walter Reed Army Institute of Research. The collection remains open for the inclusion of more 
films into the forseeable future. 

Scope and Content: This collection is comprised nearly 4,300 medical films dating from 1918 to 
2005. An additional 4000 films of surgery and the Vietnam War are included in the Walter Reed Army 
Institute of Research Film Collection, and some have been catalogued in the following list. As artifacts, 
they note the progress of medical science at various points in history. The medical topics addressed by 
the films are varied, including but not limited to AIDS, HIV, veterinary medicine, grand rounds lectures, 
the activities of the Army Medical Museum and the Armed Forces Institute of Pathology (AFIP), oral 
surgery, malaria, the treatments of various diseases, military hospitals, hygenic food processing, plastic 
surgery, autopsies, and entomology. Many are raw footage. 
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IMPORTANT NOTE TO RESEARCHERS!! The Otis Historical Archives does not have the requisite 
equipment to play many of the films in this collection. Those researchers who wish to view or use 
these films must independently contract with an approved outside vendor for duplication services 
and pay for a courier service as well as a duplicate copy for the Museum. Researchers should call in 
advance as many films are housed in a separate storage facility. 

Most of the films in this collection were created by various U.S. Government entities, but films created 
by private entities and foreign governments may be covered by copyright. Films may be restricted for 
privacy. Notable creators in this collection include: 

• Academy of Health Sciences 

• Armed Forces Institute of Pathology (AFIP) 

• American Red Cross 

• American Society of Clinical Pathologists 

• Royal Canadian Air Force 

• United States Army 

• Walter Reed Army Institute of Research (WRAIR) 

• Walter Reed Army Medical Center (WRAMC) 

• Walter Reed Army Medical Center Television (WRAMC-TV) 

Arrangement and Processing Note: The films in this listing are organized by date from earliest to 
latest. Films without dates (there are over 1000 undated films in this collection) are listed at the end of 
this finding aid. Organizing by date makes the most sense for this collection for two reasons; not all of 
the films in this collection have titles and not all of the films in this collection have titles that relate to 
a given film's subject. Those films lacking a title are either described by a cursory examination of the 
first frames or notes written on the film container. 

The Otis Historical Archives does not have the capability to play many of the films in this collection. 
Consequently, titles and descriptions may be in error as they are taken directly from what was written 
on each film's individual container at the time they were accessioned into the archives. Because the 
archives is forced to rely on what appears on each container, the amount of description afforded to 
each film varies. Some film descriptions are highly detailed and 
others are sorely lacking. 

Inventory: 

This inventory is the product of a download from an internal archives database. 

Record Format: -TITLE, YEAR, SOURCE (creating agency), TIME, STOCK (physical format, color, black 
and white, sound) 
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Contents of the Collection: 



Pre-1920s 3 

1930s 3 

1940s 4 

1950s 13 

1960s 17 

1970s 23 

1980s 39 

1990s 75 

2000s 94 

No Dates 97 



Pre-1920s 

Red Cross Work on Mutiles, At Paris, 1918 [Duplicate], 1918, US Army / Allied Expeditionary 
Force, Beta videotape Red Cross Work on Mutiles, At Paris, 1918 [Master], 1918, US Army/ 
Allied Expeditionary Force, b&w silent 16mm film 

1930s 

• National Park Seminary, c.1930, Hollywood Motion Picture Studies of Washington, DC, 
10:00, 3/4" videotape 

• National Park Seminary, c.1930, Hollywood Motion Picture Studies of Washington, DC, 
10:00, Beta 

• House Fly, The, 1936, ERPI, b&w, sound, 16mm film 

• [No Title] Experiments with rabbits, 1936, b&w, silent, 16mm film 

• [No Title] Man demonstrating scientific instrument, 1936, b&w, silent, 16mm film 

• Random Shots of the Rexall Good Will Tour (copy 1), 1936, Rexall Drug Company (United 
Drug Company), 16mm, sound, b&w, film 

• Random Shots of the Rexall Good Will Tour (copy 2), 1936, Rexall Drug Company (United 
Drug Company), 16mm, sound, b&w, film 
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• Reproduction Among Mammals, 1937, ERPI Classroom Films in collaboration with 
University of Chicago Biological Sciences Series, 400', b&w, sound, 16mm, film 

• The Nervous System, 1937, ERPI Classroom Films, 350', b&w, silent, 16mm, film 

• Cleft Lip and Palate, 1938, color, silent, 16mm film 

• Moving X rays, 1938, American College of Surgeons, 350', b&w, silent, 16mm film 
Official Training Film No. 33, War Department: First Aid Part 1 Emergency Treatment of 
Bleeding Wounds. Also includes Official Training Film T.F.3 650: Collective Chemical 
Protection 1942., 1938, Signal Corps., 200', b&w, sound, 16mm film 

• The Alimentary Tract, 1938, ERPI Classroom Films, 400', b&w, sound, 16mm film 

• Yellow Jack, 1938, MGM, 83:00, VHS videotape 

• Day of Rest with Robert Benchley, The, 1939, MGM, b&w, sound, 16mm film 

• Truck Farmer, The (copy 2), 1939, ERPI, 10:27, 1/2" videotape 

1940s 

• (Surgical Sequences, cuts of), 1940, color, silent, 16mm film 

• Endocrine Glands, 1940, ERPI, b&w, sound, 16mm film 

• Neurelysis of Ulnar Nerve, 1940, color, silent, 16mm film 

New World Thru Chemistry, A (copy 2), 1940, DuPont & Nemours, color, sound, 16mm 
film 

• The Woodworker, 1940, Vocational Guidance Films, Inc., 350', b&w, sound, 16mm film 
Twixt the Cup and the Lip, 1940, New York State Department of Health, b&w, sound, 
16mm film 

• Work of the Kidneys, The, 1940, EPI Classroom Films, b&w, sound, 16mm film 

• Convalescent Training Program for the Hospitals in the E.T.O., 1940's, Rehabilitation 
Division, Office of the Chief Surgeon ETO USA, color, sound, 16mm film 

• National Park College, Forest Glen, 1940s, Business Films, Inc., 23:00, 3/4", Beta, VHS 

• National Park College, Forest Glen, 1940s, Business Films, Inc., 23:00, Beta 

• Army Medical Museum Stock Footage. Film shows Webb Haymaker and James Ash and 
Photomicroscopy. Pathology consultations Print Shop, Medical Museum., 1941, color, 
silent 16mm film --Finding Your Life's Work (copy 2), 1941 

Health and the Cycle of Water, 1941, Cast Iron Pipe Research Assoc., b&w, sound, 16mm 
film 

• Of Pups and Puzzles, 1941, MGM, b&w, sound, 16mm film 

Posture and Exercise, an instructional sound film, 1941, ERPI Classroom Films, Inc., 400', 
b&w, sound, 16mm film 

• Army Medical Museum stock footage III, 1942, Army Medical Museum, b&w, silent, 
16mm film 

Combat Aid Station Wound Cared for and Blood Transfusion, 1942, 100', b&w, silent, 
16mm film 
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Field Operations of the 47th IVIedical Battalion, North African Medical Evacuation, 1942, 
1600', b&w, silent, 16mm film, VHS DVD 

In Your Town, 1942, United Drug Company (Rexall Drug Company), 16mm sound b&w 
film 

• Nation's Meat, A (copy 2), 1942, Swift & Co., 30:00, 1/2" videotape 

Standard Army and Navy Package, 2., 1942, National Naval Medical Center, color, silent 
16mm film 

• The Acute and Chronic Disease Picture of the Infectious Paralysis of Pigs, 1942, 513', 
b&w, silent, 16mm film 

• Trouble Spot of the East 'A Universal Featurette', 1942, 9:18, VHS videotape 

• The Preparation of Liquid Plasma (Blood), 1942?, United States Naval Medical Center, 
900', color, silent, 16mm film 

• "News of the Day" More U.S. Troops in India, 11th dispatch from India, 1943, 100', b&w, 
silent, 16mm film 

• Airline Hostesses and Nurses Care for Wounded Soldiers Being Evacuated by Air 
Somewhere in Tunisia, C 47 or DC 3 planes, 1943, 300', b&w, silent, 16mm film 

• Appendectomy, reel 2, 1943, color, silent, 16mm film 

• Australia Remount Service Horses, 1943, Signal Corps., 250', b&w, silent, 16mm film 

• Battle Casualties, Oahu, T.H., 1943, Signal Corps., 180', b&w, silent, 16mm film 

• British Army Dental Extraction by Sgt. Taylor, Mobile Dental Unit, 8th Army, 1943, 25', 
b&w, silent, 16mm film 

• Cows and Chickens USA, 1943, Swift & Co. / Spot Films Productions, Inc., 23:54, 1/2" 
videotape 

Evacuation and the Care of Battle Casualties (master), 1943, b&w, silent, 16mm film 
Evacuation and the Care of Battle Casualties (duplicate), 1943, 26:10, 1/2" videotape 

• Evacuation by Air of Wounded American and Italian Soldiers from Sicily to Africa, 
1943, Army Pictorial Services, 100', b&w silent 16mm film 

Evacuation of Patients Australia, 1943, 50', b&w, sound, 16mm film 
Evacuation of Wounded U.S. Soldiers from Italy (Sicily)to the British Hospital Ship 
'Leinster', new 'water ambulance', 1943, Army Pictorial Service, 350', 16mm b&w 
Know for Sure (Master Print), 1943, US Public Health Service; Research Council for the 
Academy of Motion Picture Arts and Sciences, 22:31, b&w, sound, 16mm film 

• Know for Sure (Duplicate), 1943, US Public Health Service; Research Council for the 
Academy of Motion Picture Arts and Sciences, 22:31, 1/2" videotape 

• Know for Sure (Duplicate), 1943, US Public Health Service; Research Council for the 
Academy of Motion Picture Arts and Sciences, 22:31, 1" magnetic tape 

• Medical Activities in Leyte, 1943, 800', color, silent, 16mm film 

• New Guinea New Hospital, Port Moresby Harbor, 1943, E. Crotchett, Universal 
Newsreel, 200', b&w, silent, 16mm film 

• Oral Surgery Acrylic Palate, 1943, Kennedy General Hospital, Memphis, TN, color, silent, 
16mm film 
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• Pack Horses, Veterinary Corps., 1943, Signal Corps., 300', b&w, silent, 16mm film 

• Penile Sores, 1943, color, silent, 16mm film 

• Red Cross Transfer of Wounded to Tunisia, 1943, Army Pictorial Service, 200', b&w, 
silent 16mm film 

• Scouting and Patrolling: The Mounted Scout, Horse, 1943, Signal Corps., 1200', b&w, 
sound 16mm film 

• Tanks and Jeep, WWII. Formerly titled, "British Nurses with 1st Army, General Hospital, 
Souk Ahras, Africa (?)", 1943, b&w, sound, 16mm film? pos ( duplicating film?) 

• Treatment of War Wounds with Penicillin, North Africa and Middle East, 1943, color, 
silent 16mm film, DVD, VHS 

• Evacuation and Care of Battle Casualties, 1943?, 850', b&w, sound, 16mm film 

• Horsemastership: Care of Animals in the Field, 1943?, Signal Corps., 800', b&w, sound 
16mm film 

• Miscellaneous Scenes Panama Canal Zone, Malaria, 1943?, 350', b&w silent 16mm film 

• Miscellaneous Scenes Panama Canal Zone, Malaria, 1943?, 350', beta sp 

• Miscellaneous Scenes Panama Canal Zone, Malaria, 1943?, 8:05, VHS videotape 

• North Africa, 1943?, 150', b&w silent 16mm film 

• Plastic Surger of the Hand, 1943?, 425', color silent 16mm film 

• Abdominal Surgery, 1944, 500', b&w silent 16mm film 

• Arrival, Unloading and Disposition of Patients Evacuated from France by Air to Membury 
Field, U.K., 18 June 1944/Evacuation of Wounded India, 1944, 200', 16mm b&w/color? 

• Experiment in Centrifugal Force, 1944, 900', color silent 16mm film 

• Fight Syphilis (copy 1), 1944, US Public Health Service; US Army, b&w sound 16mm film 

• Fight Syphilis (copy 2), 1944, US Public Health Service; US Army, 18:02, 1/2" videotape 
For Your Information (copy 1), 1944, Royal Canadian Air Force, color sound 16mm film 
For Your Information (copy 2), 1944, Royal Canadian Air Force, 18:23, 1/2" videotape 
For Your Information (copy 2), 1944, Royal Canadian Air Force, 18:23, beta 

Hospitals in England Unloading wounded in England from the invasion front, [continued in 
notes], 1944, APS Signal Photo Co., 200', b&w silent 16mm film 

• Italy WW2, Part 1, 1944, b&w silent 16mm film 

• Italy WW2, Part 2, 1944, b&w silent 16mm film 

• Italy WW2, Part 3, 1944, b&w silent 16mm film 

• Italy WW2, Part 4, 1944, b&w silent 16mm film 

• Italy WW2, Part 5, 1944, b&w silent 16mm film 

Knowles Malaria in Monkeys, Part 3, 1944, color silent 16mm film 
Leyte Operation, Part 2, 1944, Kodachrome color 16mm film 

• Lichen Planus (Duplicate), 1944, 240', color silent 16mm film 

• Medical Corps, Tarawa, 1944, 100', color silent 16mm film 

Medical Department Activities Leyte Okinawa Preparation for Mounting, 1944, Army 
Medical Museum MAMAS, color silent 16mm film 
Panama Canal, The, 1944, b&w silent 16mm film 
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Peripheral Nerve Surgery, Management of Suture of Sciatic Nerve, 1944, Ethicon/Walter 
Reed General Hospital/ Army Medical Museum and Medical Arts Service, color silent 
16mm film it, then an arm and X ray (broken bones)], 1944, 400', color silent 16mm film 

• Portable Surgical Hospital, Myitkyina, 1944, APS Signal Photo Co., 674', b&w silent 
16mm film 

• Portable Surgical Unit, Burma, 1944, 164th Signal Photo Co., 250', b&w silent 16mm film 
Preparation and Use of Plasma, 1944, b&w silent 16mm film 

Private Snafu Versus Malaria Mike, 1944, US War Department, b&w sound 16mm film 
Private Snafu Versus Malaria Mike (copy), 1944, US War Department, beta sp videotape 
Removal of Shell Fragments from Spine, 1944, b&w silent 16mm film 
Schistosomiasis, 1944, b&w color silent 16mm film 

Slide Rule, The, 1944, US Office of Education / Federal Security Agency,Thoracotomy 
Gunshot wound, rifle open lung left thoracotomy., 1944, 1000', b&w silent 
16mm film 

• Wounded Returned to England, 1944, APS Signal Photo Co., 295', b&w silent 16mm film 
Knowles Malaria in Monkeys Reel 1, 1944?, color silent 16mm film 

• Medical Activity in ltaly(ca. 1944), 1944?, 150', b&w silent 16mm film 

• Plastic Repair Skin Graft to Legs, 1944?, 350', color silent 16mm film 
Removal of Shell Fragments in Spinal Cord, 1944?, 110', b&w sound 16mm film 

• Ward Reconditioning Program, 1944?, 1100', b&w silent 16mm film 

• "A" Bomb (Japan) (DeCoursey Atomic Bomb Footage), 1945, DeCoursey, Elbert, 350', 
color silent 16mm film 

(DeCoursey Atomic Bomb Footage Atomic Bomb Studies, Nagasaki), 1945, 
DeCoursey, Elbert, 16mm color 

(DeCoursey Atomic Bomb Footage Atomic Bomb Studies, Nagasaki) copy 2, 
1945,DeCoursey, Elbert, 1/2" videotape 

(DeCoursey Atomic Bomb Footage Atomic Bomb Studies, Nagasaki) copy 3, 
1945, DeCoursey, Elbert, Beta videotape 

(DeCoursey Atomic Bomb Footage Footage of Japan), 1945, DeCoursey, Elbert, 16mm 
color 

(DeCoursey Atomic Bomb Footage Footage of Japan) copy 2, 1945, DeCoursey, Elbert, 
1/2" videotape 

(DeCoursey Atomic Bomb Footage Footage of Japan) copy 3, 1945, DeCoursey, 
Elbert,Beta videotape 

(DeCoursey Atomic Bomb Footage Japan, Oct. Nov. 1945), 1945, DeCoursey, Elbert, 
16mm color 

(DeCoursey Atomic Bomb Footage Japan, Oct. Nov. 1945) copy 2, 1945, DeCoursey,Elbert, 
1/2" videotape 

(DeCoursey Atomic Bomb Footage Japan, Oct. Nov. 1945) copy 3, 1945, DeCoursey, 
Elbert, Beta videotape 

(DeCoursey Home Movies, Apparently Taken in Japan), 1945, DeCoursey, Elbert, 16mm 
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neg 

Peripheral Nerve Surgery, undedited footage on), 1945, color silent 16mm film 

• Activities of the 18th General Medical Hospital (Lab), 1945, US Army, 372, color silent 
16mm film 

• Anesthetic Management of Major Thoracic Operations (copy 1), 1945, color silent 16mm 
film 

• Anesthetic Management of Major Thoracic Operations (copy 2), 1945, color silent 16mm 
film 

Clinical Diagnosis in Peripheral Nerve Injuries, 1945, Bushnell General Hospital, 350', 

color silent 16mm film 

Colostomy, 1945, color silent 16mm film 

Colostomy, 1945, 250', color silent 16mm film 

Coral Ulcers, 1945, color silent 16mm film 

• Diary of a Sergeant (Copy), 1945, US Army, 21:32, VHS 1/2" videotape 

• Diary of a Sergeant (Master), 1945, US Army, 21:32, 1" videotape 

Displaced Person Nutritional Teams Germany, 1945, US Army Signal Corps, 1200', color 
silent 16mm film 

Exploration of Brachial Plexus, 1945, color silent 16mm film 

Fabrication of Plastic Artificial Eyes, 1945, Tripler General Hospital, color silent 16mm 
film 

Facial Graft Plastic Deformities, 1945, U.S. Naval Photographic Laborotory, Beta SP 
videotape 

Facial Graft Plastic Deformities, 1945, U.S. Naval Photographic Laborotory, color silent 
16mm film 

Facial Nerve Paralysis, Part 2, 1945, color silent 16mm film 

Facial Paralysis Cases, 52nd General Hospital, 1945, color silent 16mm film 

Full Thickness Pedicle Graft to Hand Injured by Electric Saw, 1945, Fourth General 

Hospital, New Guinea, color silent 16mm film 

• Here and Now, Part 1, 1945, 1200, b&w silent 16mm film 

• Here and Now, Part 2 (copy 1), 1945, 1200, b&w silent 16mm film 

• Here and Now, Part 2 (copy 2), 1945, 1200, b&w silent 16mm film 

• Infiltration Course, 1945, US Army, 300, b&w silent 16mm film 

• Japanese Leper Colony Part 1, 1945, War Department, 1200', b&w silent 16mm film 

• Japanese Leper Colony Part 2, 1945, War Department, b&w silent 16mm film 

• Japanese Leper Colony Part 3, 1945, War Department, b&w silent 16mm film 
Leyte, Reel 2 of 2 (title partly missing), 1945, color silent 16mm film 
Mechanism of Wounding: the temporary cavity as a factor in wounding, 1945, 
Department of Biology, Princeton Univewrsity, 800', b&w silent 16mm film 

' Mechanism of Wounding: the temporary cavity as a factor in wounding (copy 2), 1945, 
Department of Biology, Princeton Univewrsity, 800', b&w silent 16mm film 
Mechanism of Wounding: the temporary cavity as a factor in wounding (copy 3), 1945, 

OHA 253 
Page 8 of 143 



Department of Biology, Princeton Univewrsity, 800', b&w silent 16mm film 

• Medical Activities Africa and Italy, 1945, color silent 16mm film; DVD VHS 
Medical Aspects Atomic Warfare, 1945, color silent 16mm film 
Medical Aspects Atomic Warfare (copy 2), 1945, color silent 16mm film 
Medical Aspects Atomic Warfare (copy 3), 1945, Beta videotape 

Medical Department Activities Leyte Okinawa Gunshot Wounds, Burns, Sanitation, 

1945, 1600', color silent 16mm film 

Membranous Urethroplasty, 1945, color silent 16mm film 

Nasal Operation, 1945, color silent 16mm film 

Necropsy of an Elephant, 1945, US Army, color sound 16mm film 

Neuro Surgical Procedures, 1945, color silent 16mm film 

Neurosurgery Tantalum Plate Operation, 1945, color silent 16mm film 

Nutrition & Fatigue Studies, Camp Carson, 1945, color silent 16mm film 

• Nutrition [Paris 0248 is on the film intro.], 1945, 650', b&w silent 16mm film 

One Stage Abdominal Tube Construction Completed Tubes and Complications, 1945, 
color silent 16mm film 

Oral Surgery Acrylic Palate, 1945, Kennedy General Hospital, Memphis, TN, color silent 
16mm film 

Orthopedic Surgery, 1945, color silent 16mm film 

Otoplasty by Maj. D. Barker, 1945, Baker General Hospital, color silent 16mm film 
Peripheral Nerve Injuries, 1945, Bushnell General Hospital, color silent 16mm film 
Peripheral Nerve Injuries Diagnostic Study, 1945, color silent 16mm film 
Peripheral Nerve Surgery, Part 1, 1945, color silent 16mm film 
Peripheral Nerve Surgery, Part 2, 1945, color silent 16mm film 
Plastic Graft to Hand, 1945, Army Surgeon General's Office, color silent 16mm film 
Quadriceplasty Following Fracture of the Femur To Obtain Knee Action, 1945, color 
silent 16mm film 

Removal of Metallic Foreign Body Lung (Parts 1 and 2), 1945, Army Medical School, 

Washington DC, 700, color silent 16mm film 

Repair of Eyelid and Orbit, 1945, color silent 16mm film 

Repair of Traumatic Diaphragmatic Hernia, 1945, Kennedy General Hospital, color silent 
16mm film 

• Skin Graft Left Leg, 1945, color silent 16mm film 

Skin Grafting (Face) by Maj. D. Barker, 1945, Baker General Hospital, color silent 16mm 
film 

Surgical Treatment of Complete Paralysis of the Radial Nerve in Middle 1/3 of Arm, 
Neuro Surgical Center, Thomas M. England General Hospital, Atlantic City, NJ, 1945, 
Signal Corps., 350', color silent 16mm film 

Sympathetic Nerve Block, 1945, War Department Signal Corps photography by Museum 
and Medical Arts Service, Army Medical Museum, 836, color silent 16mm film 
Syphilis (copy 1), 1945, color silent 16mm film* Syphilis (copy 2), 1945, 1/2" videotape 
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• Thoracic Esophagoplasty, 1945, Kennedy General Hospital, Memphis TN, color silent 
16mm film 

• Thoraco Abdominal Wounds, 1945, color silent 16mm film 

• Traction and Splints "Removal of traction and application of 'one and a half plaster 
spica", 1945, 800', b&w silent 16mm film 

• Treatment of Maxillo Facial Injuries, 1945, color silent 16mm film 

• Treatment of Maxillo Facial Injuries, Part 2, 1945, color silent 16mm film 

• Typhus India, 1945, color silent 16mm film 
War Surgery Up Front, 1945, 16 mm film 

• Yaws, 1945, color silent 16mm film 

[No Title] Flag ceremony at St. Mary's Quadrangle, 1945, color silent 16mm film 

• No Title] Pt 3, r. 1, 1945, US Army Signal Corps, b&w silent 16mm film neg 
Craniotomy Depressed Fracture, filmed at Tripler General Hospital, 1945?, 350', color 
silent 16mm film 

Evacuation Hospital Leg Wound [scene in operating room?], 1945?, 200', b&w silent 
16mm film 

Muscle and Tendon Transplant, 1945?, 400', color silent 16mm film 

Muscle and Tendon Transplant for Permanent Radial Nerve Palsey of Air, 1945?, 400', 

color silent 16mm film 

Peripheral Nerve Injuries Diagnostic Study, 1945?, 350', color silent 16mm film 

• Rehabilitation, 1945?, 1000', b&w sound 16mm film 

• Suture of Pero neal Nerve Right, 1945?, 200', color silent 16mm film 

• The Army Leg Splint, 1945?, 400', color silent 16mm film 

• The Medical Department in the Okinawa Operation Leyte Preparation for Mounting, 
1945?, 350', color silent 16mm film 

DDT Dusting of Displaced Persons Part 1, c.1945, color silent 16mm film 
DDT Dusting of Displaced Persons Part 2, c.1945, color silent 16mm film 
Gait Japanese P.O.W.'s, c.1945. Surgeon General's Office, 200', color silent 16mm film 

• "No Help Wanted", 1946, Mutual Alliance for American Legion, 1/2" videotape 

• AMA Exhibit (1946) Army Service Signal Corps, 1946, Signal Corps, 1300', b&w silent 
16mm film 

Cineplastic Operation, 1946, color silent 16mm film 
Colostomy, 1946, color silent 16mm film 
Congenital Cleft Lip and Palate, 1946, color silent 16mm film 
Dressing for Third Degree Burns, 1946, color silent 16mm film 
Facial Nerve Paralysis, Part 3, 1946, color silent 16mm film 
Hospital Train, 1946, 400', color sound 16mm film 

Hospital Train, 1946, Assoc. of American Railroads & Carl Dudle Productions, 400, color 
sound 16mm film 

Hospital Train, 1946, Carl Dudley Production, 400', color sound 16mm film 
Hospital Train, 1946, Carl Dudley Production, 400', Digital beta videota 
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• Hospital Train, 1946, Carl Dudley Production, 400', VHS videotape 

Mandible Symphisis with Bone Loss, 1946, color silent 16mm film* Neurosurgical 
Procedures (copy 1), 1946, color silent 16mm film 
Neurosurgical Procedures (copy 2), 1946, color silent 16mm film 
One Stage Abdominal Tube Construction, 1946, color silent 16mm film 
Palatal Myoclonus Left, 1946, Signal Corps., 72', color silent 16mm film 
Palatal Myoclonus Left, 1946, Signal Corps. Photographic Center, 100', color silent 
16mm film 

Peripheral Nerve Study, 1946, color silent 16mm film 
Plastic Repair Legs, 1946, color silent 16mm film 

Promotion to Colonel, Jean Treacy, Army Nurse Corps, 1946, b&w silent 16mm film 
Small Milk Plant Operation: Cleaning Equipment and Containers, 1946, U.S. Public 
Health Service, 900', b&w sound 16mm film 

• Small Milk Plant Operation: Milk Processing, 1946, U.S. Public Health Service, 800', b&w 
sound 16mm film 

• Three Way Beef, 1946, color silent 16mm film 

Use of Upper Extremity in Non union of the Ulna with Loss of Bone Substance, 1946, 
Kennedy General Hospital, color silent 16mm film 

• Vascular Surgery Ashford, 1946, color silent 16mm film 
Evacuation of Wounded France, 1946?, 400', color silent 16mm film 
Mandibular Bone Graft, 1946?, Signal Corps., 350', color silent 16mm film 

• (Encephalitis), 1947, b&w silent 16mm film 

(DeCoursey Home Movies Shot in Washington, D.C.), c.1946, DeCoursey, Elbert, 16mm 
color 

• Acrylic Crown Technique, 1947, color silent 16mm film 

• Army Institute of Pathology, 1947, color silent 16mm film 

• Asian Port, Kries[?sic] from Japan, 1947, 100', color silent 16mm film 

• Avon Old Farm Blind Soldier Rehabilitation, Part 2, 1947, Office of Surgeon General, 
874', b&w silent 16mm film 

• Avon Old Farm Candid Shots and Orientation, 1947, 1300', b&w silent 16mm film 

• Avon Old Farm Part 1 Blind Soldier Rehabilitation, 1947, 1795', b&w silent 16mm film 
Erbliche und erworbene Epilepsie (German), 1947, 400', b&w silent 16mm film 
Evacuation of the Wounded, 1947, 400, color silent 16mm film 

Eye Surgery/Co meal Transplant (Taubner), 1947, Army Institute of Pathology, 16mm 
Footage Shot for Film on Malnutrition in Germany by D.P. Nutrition Teams, 1947, 1600', 
16mm b&w 

Fortschreitende Versteifung mit zwangslaufiger antagonistischer innervation epileptischen 
und halluzinatorischen Anfallen, 1947, Reichsftelle fur den Unterrichtsfilm, b&w silent 
16mm film 

Giving Intravenous Fluids, 1947, Signal Corps., 300', color silent 16mm film 
Linksseitiger Antagonisten Tremor bei Chronischer Encephalitis Germany, 1947, Kleist, 
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300', b& w silent 16mm film 

Miracle of Living, The (master), 1947, US War Department, b&w sound 16mm film 

• Miracle of Living, The (duplicate), 1947, US War Department, 39:00, 1/2" videotape 
Operating Room Scenes, 1947, Signal Corps., 100', color silent 16mm film 
Performance of a Necropsy, 1947, Cook County hospital, color silent 16mm film 
Rythmicity of the Respiratory Center in Cats (copy 1), 1947, color silent 16mm film 
Rythmicity of the Respiratory Center in Cats (copy 2), 1947, color silent 16mm film 
Slide Rule Percentage, The, 1947, US Office of Education training film, b&w sound 16mm 
film 

• Thoraco abdominal Wounds Part 2, 1947, 500', color silent 16mm film 

• Trenchfoot 41st Evacuation Hospital Hospital Ship Syphilis, 1947, Signal Corps., 200', 
color silent 16 mm film 

[No Title] film of soldier's legs. Dermatitis?, 1947, color silent 16mm film 

• 20th General Hospital, India, 1947?, 375', color silent 16mm film 

• Air Evacuation of Wounded France, 1947?, 300', color silent 16mm film 

Erbliche und Erworbene Epilepsus, Kleist Nervenklinik, 1947?, 400', b&w silent 16mm 
film 

Kaven und Schlucken Beim Menschen (German), 1947?, 400', b&w silent 16mm film 
Klappen Spiel Des Ochsenhe rzen, Dochoff Kammerklappe, 1947?, 150', b&w silent 
16mm film 

• Physical Medicine [Physical Therapy?], c. 1947, 925', b&w silent 16mm film 

• Wilson Pseudosklerose (German), 1947?, 200', b&w silent 16mm film 

• A Method for Repair of the Posterior Tibial Nerve, 1948, 530', color silent 16mm film 

• Dental Film, 1948, Signal Corps, 1600', color silent 16mm film 

Excystation of Endamoeba Histolytica, 1948, Center for Disease Control, b&w silent 
16mm film 

Exterior of Army Institute of Pathology Building (7th & Independence Ave.) (copy 1), 
1948, Army Institute of Pathology, color sound 16mm film 

Exterior of Army Institute of Pathology Building (7th & Independence Ave.) (copy 2), 
1948, Army Institute of Pathology, color sound 16mm film 

• Full Dental Prosthesis copy 2, 1948, 2000', color silent 16mm film 

• Full Denture Prosthesis copy 1, 1948, 2000', color silent 16mm film 

• Let There Be Light (copy), 1948, US Army, Beta SP 

• Let There Be Light, Part 1, 1948, US Army, b&w sound 16mm film 

• Let There Be Light, Part 2, 1948, US Army, b&w sound 16mm film 

• Lichen Planus, Typical, 1948, 1600', color silent 16mm film 
Lichen Planus, Typical Part 1, 1948, color silent 16mm film 

• Medical Effects of Atomic Bomb, Part II, 1948, AFIP, 200', color silent 16mm film 

On Schistosomiasis ( Schistosomiasis Leyte) Reel 2 of 2, 1948, 1600, b&w sound 16mm 
film 

Periodontal Problems and Methods of Management, Part 2, 1948, color silent 16mm 
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film 

• Producing Quality Milk, 1948, Milk Industry Foundation, 800', b&w sound 16mm film 
Schistosoma Mansoni, 1948, Signal Corps, 1100', b&w sound 16mm film 
Schistosomiasis, cuts from, 1948, color 

• The Sneeze, 1948, American Society of Bacteriologists, b&w silent 16mm film 

• Treatment of Scrub Typhus, 1948, 150', color silent 16mm film 

• AFIP: Evolution of an Ideal: "The AFIP Story", 1949, 800', 16mm color 

• Application of Crude Penicillin (title on can says '...caudio penicilin'), 1949, 200', color silent 
16mm film 

• Cases at Army Navy General Hospital, 1949, color silent 16mm film 

Field Hospital, The, 1949, US War Department, Army Pictorial Service, Signal Corps, b&w 
sound 16mm film 

Japanese Encephalitis Part 5, 1949, 1500', color silent 16mm film 
Lichen Planus, Typical Part 2, 1949, color silent 16mm film 
Rheumatoid Spondylitis, 1949, 50', color silent 16mm film 

Treatment of Rheumatism and Arthritis Part III, 1949, Signal Corps [?], 600', color silent 
16mm film 

Ballistics Studies with Gelatin Blocks and Animals, ca. 1949, Chemical Corps Medical Labs, 
b&w sound 16mm film 

• Alzerheimersche Krankheit Print 1, 1949?, 300', b&w silent 16mm film 

• Alzerheimersche Krankheit Print 2, 1949?, 300', b&w silent 16mm film 

Eye surgery: A Case of Bilateral Rectus Paralysis with Treatment by Bilateral Muscle 
Transplantation; Hummelshein's technique., 194?, US Naval Hospital, Mare Island, color 
silent 16mm film 

German P.W. Camp Stalag 118 Duderstadt Germany, 194?, color silent 16mm film 
Some Aspects of Accessible Cancers, Part 2, 194?, British Ministry of Health, b&w silent 
16mm film 

Horse Gas Masks M4 and M5 (Training Film: TF 3 591), c.1949. Army Signal Corps., 
16mm b&w 

Japanese Encephalitis Part 1 (copy 1), c.1949, US Army, 6400', color silent 16mm film 
Japanese Encephalitis Part 1 (copy 2), c.1949, US Army, 6400', color silent 16mm film 
Japanese Encephalitis Part 2 (copy 1), c.1949, US Army, 6400', color silent 16mm film 
Japanese Encephalitis Part 2 (copy 2), c.1949, US Army, 6400', color silent 16mm film 
Japanese Encephalitis Part 3 (copy 1), c.1949, US Army, 6400', color silent 16mm film 
Japanese Encephalitis Part 3 (copy 2), c.1949, US Army, 6400', color silent 16mm film 
Japanese Encephalitis Part 5, c.1949, US Army, 6400', color silent 16mm film 

1950s 

• Terra Incognita, 194?, Philips Electronics, Inc., 1000, b&w sound 16mm film 
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• Body Defense Against Disease, 1950, color silent 16mm film 

• Embryology of Human Behavior, 1950, American Film Institute of the Association of 
American Medical Colleges, 900', color sound 16mm film 

• Hypothyroidism and Myxedema, 1950, 50', color silent 16mm film 

• Medical Service of the Infantry Division: Part I, The Medical Company Infantry Regiment, 
1950, 600', b&w sound 16mm film 

• [No Title] Miscellaneous Korean Scenes, 1950, color silent 16mm film 

• Nutrition Survey Kingdom of Thailand, 1950, 1950, color sound 16mm film 

• Plastic Surgery, Part 1, 1950, color silent 16mm film 

• Plastic Surgery, Part 1 & 2, 1950, color silent 16mm film 

• Plastic Surgery, Part 2, 1950, color silent 16mm film 

Plastic Surgery, Part 7, 1950, color silent 16mm film 

• Plastic Surgery, Parts 1 3, 1950, Beta SP videotape 
Psychiatric Interview Techniques, 1950, b&w sound 16mm film 
Psychiatric Interview Techniques Part 19, 1950, 900', b&w sound 16mm film 
Psychiatric Interview Techniques Part 3, 1950, Army, 400', b&w sound 16mm film 
Psychiatric Interview Techniques Part 3 copy 2, 1950, Army, 400', b&w sound 16mm film 
Radiomanometrique Billiaire Transparteto hepatique Pre operatos, 1950, M. Kapandji, 
Centre Psychiatrique, 5th anne., 1200', b&w silent 16mm film neg. 

• Treatment of Rheumatism and Arthritis, Part 10, 1950, color silent 16mm film 

• Cyst of Mandible, 1950's, color silent 16mm film 

(Amputee Skiing Scenes in Austria), 1951, b&w silent 16mm film 
Epidemic Hemorrhagic Fever, Part 3A, copy 1, 1951, b&w silent 16mm film 
Hydrocolloid Procedure in Restorative Dentistry, 1951, 350', color silent 16mm film? 
Hydrocolloid Procedures, 1951, 16mm color 

• Medical Service of the Infantry Division Part II: The Medical Battalion, 1951, 650', b&w 
sound 16mm film 

• Treatment of Rheumatoid Arthritis, Part 12, 1951, color silent 16mm film 

• [No Title], 1951, 700', color silent 16mm film 

• [No Title] Man extending arms, 1951, 200', color silent 16mm film 

[No Title] Possibly use of spectroscope, 1951, Armed Forces Institute of Pathology, color 
silent 16mm film 

Epidemic Hemorrhagic Fever, Part 1, 1951?, 43:30, b&w silent 16mm film 
Epidemic Hemorrhagic Fever, Part 1 3B, 1951?, 1/2" Beta videotape 
(Construction of Armed Forces Institute of Pathology at Walter Reed Army Medical 
Center, 11/14/1952), 1952, Armed Forces Institute of Pathology Medical Illustration 
Service, color silent 16mm film 

• (Project 52 76), 1952, color silent 16mm film 

Cold Injury Cases Korea, 1952, 700', b&w silent 16mm film 

Effects of Atomic Weapons, 1952, Armed Forces Special Weapons Project, United States 
Air Force Lookout Mountain Laboratory, 275', color sound 16mm film 
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Epidemic Hemorrhagic Fever, Part 3B, copy 1, 1952, b&w silent 16mm film 
Groundbreaking Ceremonies for the New Building of the Armed Forces Institute of 
Pathology, 1952, Armed Forces Institute of Pathology Medical Illustration Service, color 
silent 16mm film 

Necropsy of Regal Python, 1952, color silent 16mm film 

• Viral Hepatitis, 1952, U.S. Army, 800', b&w sound 16mm film 
World of Microbes, The, 1952, Tokyo Cinema, color sound 16mm film 
[Epidemic Hemorrhagic Fever Project], 1952, US Army, color silent 16mm film 

[No Title] Dissecting an eye. Part 2 [Rhabdomyosarcoma of Right Orbit?], 1952, b&w 
silent 16mm film 

• [No Title] First frames show Walter Reed Army Medical Center building., 1952, 300', 
color silent 16mm film 

[No Title] Part 7, reel 2 [Epidemic Hemorrhagic Fever], 1952, 16mm 
[No Title] Surgery in Osaka, 1952, color silent 16mm film 

• 11th Evacuation Hospital, Part 2, Reel 2, 1953, 1200', color silent 16mm film 
Born in the White House, 1953, National Foundation for Infantile Paralysis, 16mm 
Health Heroes Series: Florence Nightingale and the Founding of Professional Nursing 
(copy 1), 1953, Metropolitan Life Insurance Co. /Transfilm, Inc., 35mm film. Record 
Heart Dissection Part 1, 1953, AFIP Medical Illustration Service, 250', color sound 16mm 
film 

• Heart Dissection Part 2, 1953, AFIP Medical Illustration Service, 400', color sound 16mm 
film 

• Soundscriber Disks: Psychiatric Interviews, 1953, SOUNDSCRIBER DISKS 
Which Fate?, 1953, Intersociety Committee for the National Society for Medical 
Research, color sound 16mm film 

• Artificial Kidney project, Korea], 1953, color silent 16mm film 

[No Title] First frames show open chest cavity with no skin., 1953, 400', color silent 
16mm film --[No Title] Mobile blood bank, 1953, color silent 16mm film 

• [No Title] Organ Dissection, 1953, AFIP, color silent 16mm film 

• [No Title] hand, 1953, color silent 16mm film 

Psychiatric Interview Techniques Part 10, 1953?, 1100', b&w sound 16mm film 

Dental Kit, Emergency Field, 1954, US Army Signal Corps, 35mm film, b&w 

Equine Incordination Study of a Case, 7/15/1954 (copy 2), 1954, color silent 16mm film 

• Hemorrhagic Fever, 1954, United States War Office, 44:00, 3/4" videotape 
Individual Purification of Water, Part 3, 1954, US Army, b&w sound 16mm film 
Medical Service Corps of the Army Medical Corps, The, 1954, Medical service corps, 
color silent 16mm film 

Equine Incordination Study of a Case (copy 3?), 1954?, 200', color silent 16mm film 
(Surgery scenes), 1955, 640, color sound 16mm film 

• Dedicating the Armed Forces Institute of Pathology, 26 May 1955, 1955, 300', color 
silent 16mm film 
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Dedication of AFIP trims, 1955, Armed Forces Institute of Pathology, color silent 16mm 
film trims 

Management of Burns, 1955, color silent 16mm film original 

Processing Eyes for Histological Examination. Part 2: Histologic Techniques, 1955, Armed 
Forces Institute of Pathology, color silent 16mm film 

• Thoracic Outflow Syndromes: The Scalenus Anticus Syndrome, 1955, color silent 16mm 
film 

• [No Title], 1955, color silent 16mm film 

[No Title] Photomics, 1955, color silent 16mm film 

• [No Title] Pt 2, Reel 1, 1955, color silent 16mm film 

[No Title] [Management of Burns/Amputation surgery?], 1955, color silent 16mm film 
[No Title] field medicine, 1955, color silent 16mm film 

• Trims, 1955?, 1200', color silent 16mm film 

[No Title] Management of Burns, 1955?, color silent 16mm film 
Removal and Examination of Brain, 1956, color silent 16mm film 
Large Autopsy Room, 1956?, 1500', color silent 16mm film 

Care and Evacuation of Wounded at Battlefield, 1957, 200', color silent 16mm film 
Femoral Nerve Anastomosis, 1957, US Army, color sound 16mm film 

• Make up Wounds (Moulages), 1957, AFIP, color silent 16mm film 

Study on Phagocytosis Role of Plasma Opsonin, 1957?, 350', b&w silent 16mm film 

• WRAMC Surgery, 11 Jun 58, 1958, 16mm color 

• Autopsy Space Monkey Abel, 1959, AFIP, 550', color silent 16mm film 
Blood Transfusion, 1959, color sound 16mm film 

• Application of Principles of Sterilization of CRM Ware & Needles, 195?, US Army Medical 
Field Service School, 15:57, 3/4" videotape 

Basic Principles of Arthropod Surveys, Part 2, 195?, Academy of Health Sciences, 12:00, 
3/4" videotape 

Basic Principles of Arthropod Surveys, Part 3, 195?, Academy of Health Sciences, 20:00, 
3/4" videotape 

Cold Injury Cases Korea, 195?, color silent 16mm film 

Complete Denture Tooth Arrangement, Part 1, 195?, US Army Medical Field Service 
School, 20:00, 3/4" videotape 

Complete Denture Tooth Arrangement, Part 2, 195?, US Army Medical Field Service 
School, 24:15, 3/4" videotape 

Complete Denture Tooth Arrangement, Part 3, 195?, US Army Medical Field Service 
School, 13:50, 3/4" videotape 

Complete Denture Tooth Arrangement, Part 4, 195?, US Army Medical Field Service 
School, 27:00, 3/4" videotape 

• Complete Denture Wax Up, Part 1, 195?, US Army Medical Field Service School, 32:45, 
3/4" videotape 

• Complete Denture Wax Up, Part 2, 195?, US Army Medical Field Service School, 32:45, 
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3/4" videotape 

• Denture Repair, 195?, US Army IVIedical Field Service School, 49:20, 3/4" videotape 
Epidemic Hemorrhagic Fever, Part 2, copy 1, 195?, color silent 16mm film 
Immediate Denture Tooth Arrangement, 195?, US Army Medical Field Service School, 
24:00, 3/4" videotape 

Research on Anthelmintics, 195?, Wellcome Foundation, Ltd., color sound 16mm film 

• The Doctors Talk It Over, Featuring Brigadier General S. Bayne Jones Discussing Typhus and 
Typhus Control, 195?, Blue Network Company / Lederle Laboratories, 78 rpm record 
albums 

• Tooth Carving, Part 1, 195?, US Army Medical Field Service School, 23:00, 3/4" 
videotape 

• Tooth Carving, Part 2, 195?, US Army Medical Field Service School, 17:00, 3/4" 
videotape 

• Tooth Carving, Part 3, 195?, US Army Medical Field Service School, 17:00, 3/4" 
videotape 

• Tooth Carving, Parts 1, 2, 3, 195?, US Army Medical Field Service School, 57:00, 3/4" 
videotape 

• Treatment of Arthritis, 195?, color silent 16mm film 

• Vietnam, Part 1 (Captured VC Film), 195?, US Army Surgeon General's Office Medical 
Intelligence Branch, b&w sound 16mm film 

• Waste Disposal (copy 1), 195?, US Army Medical Field Service School, 30:00, 3/4" 
videotape 

• Waste Disposal (copy 2), 195?, US Army Medical Field Service School, 30:00, 3/4" 
videotape 

• Waxing of the Full Crown, Part 1, 195?, US Army Medical Field Service School, 20:07, 
3/4" videotape 

• Waxing of the Full Crown, Part 2, 195?, US Army Medical Field Service School, 14:58, 
3/4" videotape 

• Waxing of the Maxillary Framework Pattern, 195?, US Army Medical Field Service 
School, 49:20, 3/4" videotape 

1960s 

• Basic Autopsy Procedure (Beta Master Copy), 1960, Beta videotape 

• Basic Autopsy Procedure (VHS copy), 1960, 51:00, VHS videotape 

• Basic Autopsy Procedure, Part 2, r. 4,5,6, 1960, color sound 16mm film 

• Basic Autopsy Procedures Parts 1 & 2, 1960, 51:00, VHS videotape 

• CBS Reports: The Case of the Boston Electra, Part 1, 1960, CBS, b&w sound 16mm film 

• CBS Reports: The Case of the Boston Electra, Part 2, 1960, CBS, b&w sound 16mm film 

• Health Heroes Series: Marie Curie and the Story of Radium, 1960, Metropolitan Life 
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Insurance Co., booklet 

Lung Cancer: Early Diagnosis and Management, 1960, American Cancer Society, color 
sound 16mm film 

Major General William Shambora, MC Retirement Ceremony, 1960, US Army Surgical 
Research Unit, Brooke Army Medical Center, Ft Sam Houston, TX, color sound 16mm 
film 

• AFIP Picnic 1961, 1961, AFIP, 16mm 

• Basic Autopsy Procedure, Part 1, r. 1,2,3, 1961, color sound 16mm film 

Introduction to Research Methods, Preparation and Use of Illustrations, Charts, Tables 
and Photographs, Dr. Lorenz Zimmerman, 1961, WRAMC TV, 1200', b&w sound 16mm 
film 

• Light Microscope Methods for Study of Tissues, 1961, WRAMC TV, 1300', b&w silent 
16mm film 

No Help Wanted, a Report About Disabled Vets and Other Handicapped Persons, 1961, 
Produced by American Mutual Alliance for the American Legion, 600', b&w sound 16mm 
film 

Procedures for Quantitative Electron Microscopy Reel 1, 1961, 800', color silent 16mm 
film 

• Research Methods: Data Collection and Research Records, Dr. Bueschler, 1961, Army 
Pictorial Center Television, 900', b&w sound 16mm film 

• AFIP Centennial Observance Address, Invocation, Welcome, Benediction, 1962, WRAMC 
TV, 900', b&w sound 16mm film 

• AFIP Picnic, July 14, 1962, 1962, AFIP, 16mm 

• Armed Forces Institute of Pathology Centennial, 1962, 350', color silent 16mm film 

• Dermatoses Occurring Mainly in Japan, 1962, Committee for Scientific Communication in 
Dermatology, color sound 16mm film 

• Frontiers of Future Research, Dr. H. L. Stewart, 1962, WRAMC TV, 900', b&w sound 
16mm film 

• Introduction to Research Methods, Dr. Richards, 1962, WRAMC TV, 1100', b&w sound 
16mm film 

New Environments and Their Problems, presentation by Colonel Colin F. Vorder 
Bruegge, 1962, WRAMC TV, 1000', color silent 16mm film 

• Research Frontiers for Future Investigation, Dr. S. B. Jones, 1962, WRAMC TV, 2500', 
b&w sound 16mm film 

• The Army Medical Museum, 1962, b&w sound 16mm film 

• This How It Is (cut version), 1962, US Army, 20:00, 16mm b&w sound 

United States Army Institute of Pathology, Immunologic Disease, Dr. A. R. Rich, AFIP 
Centennial Observance, 1962, WRAMC TV, 1000', b&w sound 16mm film 
[No Title] Kansas University Medical Center Production, appears to be about auditory 
discrimination and hearing loss, 1962 ?, 16mm color 

• Optical Methods for Study of Tissues, 1962?, WRAMC TV, 750', b&w sound 16mm film 
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• Armed Forces Institute of Pathology Change of Command, May 15, 1963, 1963, AFIP, 
500', color silent 16mm film 

• Armed Forces Institute of Pathology Picnic, July 13, 1963, 1963, AFIP, 625', color silent 
16mm film 

• Army Institute of Pathology Yellow Fever Sixty Years Later, Dr. Smetana, 1963, 1000', 
b&w sound 16mm film 

Better Up Than Sorry, 1963, Harris Tuchman Productions, Film strip/33 record 

Ceremony of Presentation of the Distinguished Service Medal to Col. Frank M. 

Townsend, MC. USAF, 1963, 350', b&w silent 16mm film 

Chemical Typewriter, The, 1963, WRAIR, color sound 16mm film 

Chemodectomas, Dr. Isaac Costero, Institute of Cardiology, Mexico City, 1963, WRAMC 

TV, 2500', b&w sound 16mm film 

• Hunger, 1963, WRAMC TV, 950', b&w sound 16mm film 

• Influence of AFIP, 1963, WRAMC TV, 1200', b&w sound 16mm film 

Research in Nutritional Diseases: A Lecture by Richard H. Follis, 1963, Armed Forces 
Institute of Pathology, b&w sound 16mm film 

• Space Environment, 1963, WRAMC TV, 1100', b&w sound 16mm film 

United States Army Institute of Pathology, Germ Free Environment, 1963, WRAMC TV, 
950', b&w sound 16mm film 

(Vietnam scenes, medical scenes), 1964, b&w silent 16mm film 

• AFIP Annual Lecture: Early and Late Delayed Effects of Radiation on the Central Nervous 
System, 1964, United States Navy, Bureau of Naval Weapons, 1050', b&w sound 16mm 
film 

• Armed Forces Institute of Pathology Picnic 1964, 1964, 1075', color silent 16mm film 
Gross Examination and Sectioning of the Brain, Dr. Kenneth Earle, part 1, 1964, WRAMC 
TV, 1000', b&w sound 16mm film 

Human Gliomas Part. 1 by Dr. Harry M. Zimmerman, 1964, International Academy of 
Pathology, color sound 16mm film 

Management of Burns, Part 1, 1964, color silent 16mm film 
Management of Burns, Part 3, 1964, color silent 16mm film 
Management of Burns, Part seven, 1964, color silent 16mm film 

• Pathology of TMJ, Dr. H. Sicher, 1964, WRAMC TV, 1850', b&w sound 16mm film 

• Pathology of TMJ, Dr. H. Sicher, 1964, WRAMC TV, 2000', b&w sound 16mm film 

• Take 2 and See, 1964, Harris Tuchman Productions, Film strip/33 record --Tend With 
Legal Care, 1964, Harris Tuchman Productions, Film strip/33 record 

• Cross Examination and Sectioning of the Brain Part 2, 1964?, WRAMC TV, 1100', b&w 
sound 16mm film 

• Armed Forces Institute of Pathology Picnic, July 1965, 1965, 800', color sound 16mm 
film? 

• Automatic Atropine Injector, 1965, US Army Pictorial Center / US Army Audio Visual 
Communication Centers / Robert J. Brady Co., transparencies 

OHA 253 
Page 19 of 143 



CPC: A Case Presentation at Washington University School of IVIedicine, 1965, Wm. S. 
Merrell Company, color sound 16mm film 

• Doctors on the Flight Deck, 1965, US Navy, 1/2" videotape 

Hahnemann Medi Disc Number Three 1965 Series: Peripheral Vascular Disorders, 1965, 
Hahnemann Medical College and Hospital / Silver Plastics Inc., 33 1/3 rpm record 
Histologic Structure of Auditory Ossicles and Otic Capsules, Dr. B. Anson Pathology of 
the Audiovestibular Apparatus, 1965, AFIP, 1200', b&w sound 16mm film 
Histologic Techniques for Middle and Inner Ear, Dr. Altman, Pathology of the 
Audiovestibular Apparatus, 1965, AFIP, 900', b&w sound 16mm film 
Medical Aspects of Human Reliability, the Red Triangle, 1965, United States Air Force, 
900', color silent 16mm film 

• Melanotic Lesions of the Conjunctiva, Dr. Lorenz Zimmerman, 1965, WRAMC TV, 1100', 
b&w sound 16mm film 

Repair of Eyelid and Orbit, 1965, Army Signal Corps, 700, color silent 16mm film 
6th Annual AFIP Lectures, Differential Diagnosis of Granulomas in the Liver, Dr. K. G. 
Ishak, 1966, WRAMC TV, 900', b&w sound 16mm film 

6th Annual AFIP Lectures, Histologic Recognition of Tumors of the Thyroid, Dr. G. H. 
Klinck, 1966, WRAMC TV, 860', b&w sound 16mm film 

6th Annual AFIP Lectures, Pneumatosis Intestinales, Captain Bruce H. Smith, March 
1966, 1966, WRAMC TV, 980', 16mm b&w nd 

• Armed Forces Institute of Pathology Picnic, July 16, 1966, 1966, 800', color sound 16mm 
film? 

• Army Medicine in Viet Nam, 1966, color sound 16mm film 

Fundamental Nursing Principles unit 1 thru 10, 1966, Lippincott and Robert J. Brady Co., 
transparencies 

Fundamental Nursing Principles unit 11 thru 16, 1966, Lippincott and Robert J. Brady 
Co., transparencies 

• Techniques of Removal of Middle and Inner Ear, Drs. Ward and Schuknecht, 1966, 800', 
b&w sound 16mm film 

• The Importance of Medical Research Today, Dr. Paul R. Cannon, 1966, 1800', b&w sound 
16mm film 

• Armed Forces Institute of Pathology Picnic, 1967, 1967, 250', color sound 16mm film? 

• Armed Forces Institute of Pathology Presents 'Change of Command Ceremony, July 14, 
1967', 1967, AFIP, 1675', color sound 16mm film 

Bone Tumors, Dr. Dahlin, Dr. Coventry, 1967, 1400', color sound 16mm film 
Change of Command Ceremony, Armed Forces Institute of Pathology. Major General Joe 
M. Blumberg, MC, USA to Captain Bruce H. Smith, MC, USN, 14 July 1967, 1967, WRAMC 
TV, 16 mm color sound 16mm film 

Change of Command, Major General Joe M. Blumberg, U.S. Army to Captain Bruce H. 

Smith, U.S. Navy, 1967, WRAMC TV, 1800', color sound 16mm film 

Mechanical Development of the Microscope, 1600 1870 (copy 1), 1967, Armed Forces 
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Institute of Pathology, color sound 16mm film 

Mechanical Development of the Microscope, 1600 1870 (copy 2), 1967, Armed Forces 
Institute of Pathology, color sound 16mm film 

Swearing in Ceremony 1967, Chief Army Nurse Corps, Colonel Anna Mae Hays, 1967, 

27:29, color sound 16mm film & BETA 

If I Had an Ulcer, 1967?, 900', color sound 16mm film 

Aerospace Pathology Film Transfers, 1968, Cornell Aeronautical Laboratory, Inc.; Cornell 
University, 16:00, 

Armed Forces Institute of Pathology Ground Breaking South Wing, 22 March 1968, 1968, 
WRAMC TV, 1400', color sound 16mm film 

Armed Forces Institute of Pathology, 8th Annual Picnic, July 13, 1968, 1968, AFIP, 700', 
color sound 16mm film? 

Chemotactic Mediation for Neutrophils and Mononuclear Cells, 1968, WRAMC TV, 
21:00, 

Medical Aid in Disaster Instructor's Manual (copy 1), 1968, Robert J. Brady Co., book 
Medical Aid in Disaster Instructor's Manual (copy 2), 1968, Robert J. Brady Co., book 
Medical Aid in Disaster Instructor's Manual (copy 3), 1968, Robert J. Brady Co., book 
Transistor Principles, Part 1, 1968, Electronic Aids, Inc. Bait. Md., Instructor: Morris 
Tischler, 28:00, 

Motivational Productivity Theory X and Y, 1969, BNA Films, 5615 Fishers Lane, Rockville, 
MD 20852, Quest Production, 50:14, 

United States Department of Agriculture presents: Roundup [scenes with cattle, sheep, 
pigs], 1969, U.S. Department of Agriculture, 625', color sound 16mm film 
Veterinary Civic Action Hill Tribes Thailand, 1969, 800', color silent 16mm film 
Administering Injectable Medications, 196?, Brooke Army Medical Center, 7:11, 3/4" 
videotape 

Audiovisual Seminars in Clinical Pathology Quality Control in Hematology, part II (copy 

1) , 196?, Synergist Productions / American Society of Clinical Pathologists, 35mm slide/ 
reeltape 

Audiovisual Seminars in Clinical Pathology Quality Control in Hematology, part II (copy 

2) , 196?, Synergist Productions / American Society of Clinical Pathologists, 35mm slide/ 
Reeltape 

Audiovisual Seminars in Clinical Pathology The Clinical Significance of Steroid Hormone 
Assays part 1: Basic Concepts, 196?, Synergist Productions / American Society of Clinical 
Pathologists, 35mm slide/ reeltape 

Audiovisual Seminars in Clinical Pathology The Combination for Safe Transfusions, part I: 
The Donor, 196?, Synergist Productions/ American Society of Clinical Pathologists/ Abbott 
Laboratories, 35mm slide/ reeltape 

Audiovisual Seminars in Clinical Pathology The Combination for Safe Transfusions, part 
II: The Recipient, 196?, Synergist Productions/ American Society of Clinical Pathologists 
/ Abbott Laboratories, 35mm slide/ reeltape 
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• Audiovisual Seminars in Clinical Pathology The Coombs Test in Clinical Medicine, part I, 
196?, Synergist Productions / American Society of Clinical Pathologists, 35mm slide/ 
reeltape 

• Audiovisual Seminars in Clinical Pathology The Coombs Test in Clinical Medicine, part II, 
196?, Synergist Productions/ American Society of Clinical Pathologists, 35mm slide/ 
reeltape 

• Audiovisual Seminars in Clinical Pathology The Prothrombin Time Test: Clinical and 
Laboratory Aspects, 196?, Synergist Productions / American Society of Clinical 
Pathologists / Warner Chilcott Laboratories, 35mm slide/ reeltape 

• Audiovisual Seminars in Clinical Pathology What is a pathologist?, 196?, Synergist 
Productions / American Society of Clinical Pathologists / Warner Chilcott Laboratories, 
35mm slide/ reeltape 

Biology and Control of the Cockroach, 196?, US Department of Health, Education, and 
Welfare, 13:15, 3/4" videotape 

Casting of Dental Gold Alloys: Thermal Expansion Technique, 196?, National Bureau of 
Standards & American Dental Association, 16:41, 3/4" videotape 
Change of Command Ceremony, Armed Forces Institute of Pathology?, 196?, WRAMC 
TV?, 16 mm b&w sound 16mm film 

Endodontics Diagnosis and Case Selection, Part 1, 196?, US Navy, 13:01, 3/4" videotape 
Heart Sounds and Murmers Teaching Reel, 196?, American Heart Association, reel 
audiotape 

• Maganga (Jungle Doctor), 196?, Miki Carter Films / Warner Chilcott, 45:53, 1/2" 
videotape 

• Manual Knife Sharpening, 196?, US Army Medical Field Service School, 22:17, 3/4" 
videotape 

Medical Aspects of Human Reliability: The Red Triangle (copy), 196?, Aerospace 
Audiovisual Service, 1" videotape 

Medical Aspects of Human Reliability: The Red Triangle (master), 196?, Aerospace 
Audiovisual Service, 16 mm color sound 16mm film 

Operation of the Microscope, 196?, Brooke Army Medical Center, 19:21, 3/4" videotape 
Preparation and Sterilization of Linens, 196?, US Army Medical Field Service School, 
10:59, 3/4" videotape 

Preparation and Treatment Trays, 196?, US Army Medical Field Service School, 12:22, 
3/4" videotape 

• Tumors of The Lung by Averill A. Liebow, Part 1, 196?, International Academy of 
Pathology, color sound 16mm film 

• Ziehl Neelsen Strain for Acid Fast Bacteria, 196?, US Army Medical Field Service School, 
8:35, 3/4" videotape 

• [Aviation Medicine], ca. 1960s, US Army Signal Corps, transparencies 
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• Childhood Leukemias, 1970, WRAMC TV, 30:00, 3/4" videotape 

• Clinical Applications of Ketalar, 1970, Parke Davis, 1050', color sound 16mm film 

• Communicating Face to Face, 1970, Harris Tuchman Productions, Film strip/33 record 

• How To Handle Complaints, 1970, Harris Tuchman Productions, Film strip/33 record 

• How To Listen More Effectively, 1970, Harris Tuchman Productions, Film strip/33 record 

• Hysterectomy, 1970, Professional Research INC., 10:00, 3/4" videotape 

• Nurse Patient Interaction, 1970, Concept Media, 35mm film, b&w 

• Nurse Patient Interaction Instructor's Manual, 1970, Concept Media, book 

• Organizational Theory and Behavior Science, Part 4 of 4 Parts, 1970, 52:32 

• The Diagnostic X Ray: Its Birth and Early Years, 1970, 3M Co., 700', color sound 16mm film 

• The T 5000 Surgical Table, 1970, The Castle Sybron Corporation, 17:00 

[No Title] Mule and Horse Stables, Animal Husbandry, Maj. Ottenby on paper insert, 
1970, color silent 16mm film 

• 1. Routine Compliance Testing/Consolidated Procedure for Dental X Ray Systems. 2. 
Routine Compliance Testing/Consolidated Procedure for Flouroscopic and Spot Film X 
Ray Systems, 1970 ?, Biological Radiographic Health Productions, 60:00, 3/4" videotape 
Safe Use and Care Of The Defibrillator, 1970 ?, Harris Tuchman Productions, Inc., 
Hollywood, California, 15:00, 3/4" videotape 

Cancer: Series II, Viewpoint: The Cancer Patient, 1971, Concept Media, 33 1/3 rpm recorod 

• Cancer: Series II, Viewpoint: The Nurse, 1971, Concept Media, 33 1/3 rpm recorod 

• Change of Command Captain Bruce Smith to Colonel Robert W. Morrissey, 1971, 1971, 
2000', b&w sound 16mm film 

• Drug Dependency (copy 1), 1971, Trainex Corp, 35mm film, b&w 

• Drug Dependency (copy 2), 1971, Trainex Corp, 35mm film, b&w 

• Electrical Safety in General Care, 1971, Harris Tuchman Productions, Film strip/33 record 

• Electrical Safety in Special Care, 1971, Harris Tuchman Productions, Film strip/33 record 

• Emergency Care, 1971, Robert J. Brady Co. / Prentice Hall, transparencies 

• How Electricity Works, 1971, Harris Tuchman Productions, Film strip/33 record 
Introduction to Shock, Part 1 & II, Program PC 228, 1971, Trainex Corporation, 33 1/3 rpm 
record 

• Legion of Merit, Colonel Robert W. Morrissey, USAF, MC, 24 November 1971, 1971, 
400', b&w silent 16mm film 

• Reopening Medical Museum, May 21, 1971, 1971, AFIP, 1320', color sound 16mm film 

• Reopening Medical Museum, May 21, 1971, 1971, WRAMC TV / AFIP, 16 mm color 

• Superdogs, 1971, NBC, 2:00, 3/4" videotape 

• Thailand Pack Squadron, 1971, 150', color silent 16mm film 

• Wings for the Doctor, 1971, US Navy, 1/2" videotape 

Wrestling Fundamentals Part III: Rides and Pinholds [This does not seem to be what is 
depicted in the film], 1971, 900', color, silent, 16mm film 
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Floor Loading Processing Techniques, 1972, The Castle Sybron Corporation, 15:00 

Life Before Birth, 1972, Time Life Films, 35 mm film 

Packaging and Preparation, 1972, The Castle Sybron Corporation, 10:00 

Routine Compliance Test Procedure Dental, Electrical Safety In Hospitals, 1972, U.S. 

Department of Health, Education and Welfare, Public Health Service, Food and Drug 

Administration, Bureau of Radiological Health Video Productions, 47:00 

• Scuba Deaths, 1972, WRAMC TV, 37:00 

• Simulation Games in Race Relations Training, 1972, WRAMC TV, 11:00, 3/4" videotape 

• The Relatinship Of Diving Physiology To Pathology, 1972, WRAMC TV, 20:00 

• The Sterilizing Cycle, 1972, The Castle Sybron Corporation, 15:00 

Electrical Safety In General Care, 1972?, Harris Tuchman Productions, Hollywood, 
California, 14:00 

Understanding The Cardiac Pacemaker, 1972?, Harris Tuchman Productions, Hollywood, 
California, 10:00 

• AFIP Change of Command, May 31, 1973, 1973, AFIP, color silent 16mm film 

• AFIP Change of Command, May 31, 1973 (audio), 1973, AFIP, 1/4" Mag. audiotape 

• AFIP Change of Command, May 31, 1973 (copy with sound), 1973, AFIP, 16mm col 

• Animal Models of Human Disease, 1973, WRAMCTV, 25:00 

• Animal Oncornaviruses, 1973, WRAMC TV, 43:00 

• CNS Lesions in Laboratory Animals, Part 1 and 2, 1973, WRAMCTV, 76:00, 1/2" 

• Central Nervous System Lesions In Laboratory Animals, Part 1, 1973, WRAMC TV, 61:00 

• Central Nervous System Lesions In Laboratory Animals, Part II, 1973, WRAMCTV, 15:00 
Control of Life, The, 1973, Time Life Films, 35 mm film 

• Crisis Intervention (Questions and Answers), 1973, WRAMC, 28:33, 3/4" videotape 

• Cutaneous Neoplasms Of Dogs and Cats, 1973, WRAMC TV, 48:00 

• Disease of Domestic Rabbits, 1973, WRAMC TV, 60:00 

• Diseases Of Free Ranging Baboons From The Kruger National Park, 1973, WRAMC TV, 
44:00 

• Group Therapy with Heroin Addicts, 1973, WRAMC, 22:42, 3/4" videotape 

• Histologic And Cytlogic Evaluation Of The Canine Estgrous Cycle, 1973, WRAMC TV, 
34:00 

• lagrogenic Lesions In Laboratory Animals, 1973, WRAMC TV, 28:00 

• Identification Of Metazoon Parasites In Tissue, 1973, WRAMC TV, 37:00 

• Introduction to Race Relations Training at WRAMC, 1973, WRAMC TV, 2:48, 3/4" 
videotape 

• Mechanisms Of Immunologic Injury, 1973, WRAMCTV, 52:00 

• Metabolic Bone Diseases, 1973, WRAMCTV, 55:00 

• Neoplasms In Nonhuman Primates, 1973, WRAMC TV, 23:00 

• Newer Aspects Of Herpes Viruses In Animals, 1973, WRAMC TV, 59:00 

• OVD, 1973, WRAMC, 12:00, 3/4" videotape 

• Pathology Of Reptilian Diseases, 1973, WRAMC TV, 55:00 
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• Pathology of Reptilian Diseases, 1973, WRAMC TV, 55:00, 3/4" videotape 

• Practical Clinical Pharmacology, 1973, WRAMC, 58:27, 3/4" videotape 

• Practical clinical Pharmacology ( Questions and Answers), 1973, WRAMC, 40:19, 3/4" 
videotape 

• Respiratory Disease of Nonhuman Primates, 1973, WRAMC TV, 27:00 

• Respiratory Disease of Nonhuman Primates, 1973, WRAMC TV, 27:00, 3/4" videotape 

• Respiratory Diseases And Neoplastic Viral Disease Of Birds, 1973, WRAMC TV, 58:00 

• Spontaneous Neoplasms In Mice, 1973, WRAMC TV, 45:00 

• Surveillance/Infections Control Nurse, 1973, WRAMC TV, 24:00 

• Alcohol and Drug Abuse Program, 1974, WRAMC, 25:00, 3/4" videotape 

• Animal Models of Lysosomal Storage Disease, 1974, WRAMC TV, 53:00 

• Basic Principles in Chest X Ray Diagnosis, 1974, WRAMC, 54:00, 3/4" videotape 

• Clotting Defects, 1974, WRAMC TV, 38:00 

• Ectromelia, 1974, WRAMC TV, 48:00 

• Half Way House Discussion of Alcoholism, 1974, WRAMC, 3/4" videotape 
Halfway House Discussion of Alcoholism, 1974, 60:00, 3/4" videotape 

• Hennepen County The Prodegue, The Play, 1974, WRAMC, 60:00, 3/4" videotape 

• In Utero Viral Infections, 1974, WRAMC TV, 55:00 

• Mammary Neoplasms In Dog & Cat, 1974, WRAMC TV, 40:00 

• Mast, Military Assistance to Safety & Traffic, 1974, US Army, 19:00, 3/4" videotape 

• Obstructive Pulmonary Disease, 1974, WRAMC, 45:00, 3/4" videotape 

• Ophthalmic Pathology, 1974, WRAMC TV, 55:00 

• Ophthalmic Pathology, 1974, WRAMC TV, 55:00, 1/2" videotape 

• Piscine Pathology, Dr. Wolke, Part 1, 1974, WRAMC TV, 54:00, 1/2" videotape 

• Piscine Pathology, Dr. Wolke, Part 2, 1974, WRAMC TV, 27:00, 1/2" videotape 

• Piscine Pathology, Part 1, 1974, WRAMC TV, 54:00 

• Piscine Pathology, Part 2, 1974, WRAMC TV, 27:00 

• Preoperational Thought Normal Growth and Development, 1974, B.A.M.C, 30:00, 3/4" 
videotape 

• Prevention of Cold Injury, 1974, United States Army, 25:03, 3/4" videotape 

• Race Relations, WRAIR (follow up). Part 2, 1974, WRAMC TV, 36:00, 3/4" videotape 

• Race Relations, WRAIR, Part 1, 1974, WRAMC TV, 48:00, 3/4" videotape 

• Race Relations, WRAIR, Part 2, 1974, WRAMC TV, 60:56, 3/4" videotape 

• Race Relations, WRAIR, Part 3, 1974, WRAMC TV, 61:33, 3/4" videotape 

Self Examination of the Breasts, 1974, Professional Research INC., 7:00, 3/4" videotape 

• Services Benefits, 1974, WRAMC, 25:00, 3/4" videotape 

Specialized Operation Room Equipment, 1974, A.H.S, 13:07, 3/4" videotape 

• Techniques for Cadaver Donor Nephrectomy, 1974, WRAMC TV, 18:00, 3/4" videotape 

• Towards the Conquest of Disease (copy 1), 1974, Armed Forces Institute of Pathology / 
Walter Reed Army Institute of Research, 16:34, 3/4" videotape 

• Towards the Conquest of Disease (copy 2), 1974, Armed Forces Institute of Pathology / 
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Walter Reed Army Institute of Research, 16:34, 3/4" videotape 

• Towards the Conquest of Disease (copy 3), 1974, Armed Forces Institute of Pathology / 
Walter Reed Army Institute of Research, 16:34, 3/4" videotape 

• Towards the Conquest of Disease (copy 4), 1974, Armed Forces Institute of Pathology & 
Walter Reed Army Institute of Research, color sound 16mm film 

• Towards the Conquest of Disease (copy 5), 1974, Armed Forces Institute of Pathology & 
Walter Reed Army Institute of Research, color sound 16mm film 

• Towards the Conquest of Disease (copy 6), 1974, Armed Forces Institute of Pathology & 
Walter Reed Army Institute of Research, color sound 16mm film 

• Visitor's PAO Orientation, 1974, WRAMC TV, 12:45, 3/4" videotape 

• "BIG SHOT IN THE CLINIC", Ambulatory Patient Care, 1975, United States Army, 29:00 

• "Make Life A Little Easier", 1975, Health Sciences Media Division, Television Branch, AHS 
USA, Fort Sam Houston, 21:59 

• "Make Life A Little Easier", 1975, Health Sciences Media Division, Television Branch, AHS 
USA, Fort Sam Houston, Texas, 21:59 

• Acid Base Imbalance Pathogenesis, 1975, NCME, 3/4" videotape 

• Acute Renal Failure Part 1, 1975, WRAMC TV, 54:00, 3/4" videotape 

• Acute Renal Failure Part 2, 1975, WRAMC TV, 40:00, 3/4" videotape 
Biogenic Amine Theories of Depression, 1975, NCME, 3/4" videotape 

• CI: So You're Going PCS, 1975, WRAMC, 18:03, 3/4" videotape 

• Chemical Agents/Defense against Chemical Agents Part 1, 1975, WRAMC TV, 60:00, 3/4" 
videotape 

• Chemical Agents/Defense against Chemical Agents Part 2, 1975, WRAMC TV, 40:00, 3/4" 
videotape 

Cingestive Heart Failure: Successful Management, 1975, NCME, 3/4" videotape 

• Clinical And Pathologic Correlation Of CNS Disease In The Dog, Part 1, 1975, WRAMC TV, 
60:00 

• Clinical And Pathologic Correlation Of CNS Disease In The Dog, Part 2, 1975, WRAMC TV, 
60:00, 

• Clinical And Pathologic Correlation of CNS Disease In The Dog, Part 2, 1975, WRAMC TV, 
07:00 

Clinical and Pathologic Correlation of CNS Disease in the Dog, Dr. McGrath, Part 2, 1975, 
WRAMC TV, 07:00, 1/2" videotape 

• Common Problems of Renal Patients Reel 1, 1975, WRAMC TV, 57:00, 3/4" videotape 

• Common Problems of Renal Patients Reel 2, 1975, WRAMC TV, 16:00, 3/4" videotape 

• Common Skin Disorders in the First Year Of Life, 1975, NCME, 3/4" videotape 
Congestive Heart Failure: Precision Diagnosis, 1975, NCME, 3/4" videotape 
Cutaneous Signs of Internal Malignancy, 1975, NCME, 3/4" videotape 

• Diabetic Retinopathy Attempts to Hold the Image, 1975, NCME, 3/4" videotape 

• Dialysis Solutions Part 1, 1975, WRAMC TV, 56:00, 3/4" videotape 

• Dialysis Solutions Part 2, 1975, WRAMC TV, 53:00, 3/4" videotape 
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• Endodontics Pulp Morphology and Effective Access Part 1, 1975, A.H.S, 19:35, 3/4" 
videotape 

• Endodontics Preparation of the Root Canal, 1975, A.H.S, 8:58, 3/4" videotape 

• Flashes and Floaters: Suspect a Retinal Tear, 1975, NCME, 3/4" videotape 

• Hematuria: Don't Stop the Workup Too Soon, 1975, NCME, 3/4" videotape 

• Hepatitis, 1975, WRAMC TV, 59:00, 3/4" videotape 

• How I Examine the Hip, 1975, NCME, 3/4" videotape 

• How I Examine the Knee, 1975, NCME, 3/4" videotape 

Human Sexuality and Nursing Practice, 1975, Concept Media, 35mm film, b&w 
Immunopathology of Sytemic Lupus Erythematosus, 1975, WRAMC TV, 50:00 
Inguinal Hernia Repair: The Shouldice Technique, 1975, NCME, 3/4" videotape 

• Introduction To Health Care Safety, 1975, Hoffmann La Roche Inc., 13:00, 3/4" 
videotape 

• Keeping Up ON Immunizations, 1975, NCME, 3/4" videotape 

• Keeping the Burn Patient Alive, 1975, NCME, 3/4" videotape 

• Laparoscopy Sterilization, 1975, WRAMC, 10:00, 3/4" videotape 

• Make Life a Little Easier (copy 1), 1975, US Army, 21:59, 3/4" videotape 

• Make Life a Little Easier (copy 2), 1975, US Army, 21:59, 3/4" videotape 

• Management of Medical Problems During Hemodialysis Part 1, 1975, WRAMC TV, 57:00, 
3/4" videotape 

• Management of Medical Problems During Hemodialysis Part 2, 1975, WRAMC TV, 55:00, 
3/4" videotape 

• Metabolic Bone Diseases Of Laboratory Animals, Reel 1, 1975, WRAMC TV, 60:00 

• Metabolic Bone Diseases of Laboratory Animals, Reel 2, 1975, WRAMC TV, 08:00 

• Oncornaviruses And Murine Leukemia Part 1, 1975, WRAMC TV, 60:00 

• Oncornaviruses And Murine Leukemia Part 2, 1975, WRAMC TV, 32:00 

• Oncornaviruses and Murine Leukemia, Dr. Rowe, Part 1, 1975, WRAMC TV, 60:00, 1/2" 
videotape 

• Oncornaviruses and Murine Leukemia, Dr. Rowe, Part 2, 1975, WRAMC TV, 32:00, 1/2" 
videotape 

• Pathology Of The Epididymis In Domestic Animals, 1975, WRAMC TV, 47:00 

• Peritoneal Dialysis Problems and Their Management Reel 1, 1975, WRAMC TV, 55:00, 
3/4" videotape 

• Peritoneal Dialysis Problems and Their Management Reel 2, 1975, WRAMC TV, 50:00, 
3/4" videotape 

Physical Assessment Lectures: 10. Breast Examination, 1975, Blue Hill Educational 
Systems, Inc., 30:00, 3/4" videotape 

Physical Assessment Lectures: 11a. Respiratory System, 1975, Blue Hill Educational 
Systems, Inc., 30:00, 3/4" videotape 

Physical Assessment Lectures: lib. Respiratory System, 1975, Blue Hill Educational 
Systems, Inc., 60:00, 3/4" videotape 
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Physical Assessment Lectures: 12a. Cardiovascular System Peripheral Circulation, 1975, 
Blue Hill Educational Systems, Inc., 60:00, 3/4" videotape 

Physical Assessment Lectures: 12b. Cardiovascular System The Heart, 1975, Blue Hill 
Educational Systems, Inc., 60:00, 3/4" videotape 

Physical Assesment Lectures: 14. Gynecologic Examination, 1975, Blue Hill Educational 
Systems, Inc., 60:00, 3/4" videotape 

Physical Assesment Lectures: 17. Neurological Examination, 1975, Blue Hill Educational 
Systems, Inc., 60:00, 3/4" videotape 

Physical Assesment Lectures: 2. Integument (Skin, Hair, Nails), 1975, Blue Hill 
Educational Systems, Inc., 60:00, 3/4" videotape 

Physical Assesment Lectures: 3. Head, 1975, Blue Hill Educational Systems, Inc., 30:00, 
3/4" videotape 

Physical Assesment Lectures: 4a. Eyes, 1975, Blue Hill Educational Systems, Inc., 60:00, 
3/4" videotape 

Physical Assesment Lectures: 4b. Eyes, 1975, Blue Hill Educational Systems, Inc., 60:00, 
3/4" videotape 

Physical Assesment Lectures: 5. Ears, 1975, Blue Hill Educational Systems, Inc., 60:00, 
3/4" videotape 

Physical Assesment Lectures: 6. Nose, 1975, Blue Hill Educational Systems, Inc., 30:00, 
3/4" videotape 

Physical Assesment Lectures: 7. Mouth & Throat, 1975, Blue Hill Educational Systems, 
Inc., 60:00, 3/4" videotape 

Physical Assesment Lectures: 8. Neck, 1975, Blue Hill Educational Systems, Inc., 30:00, 
3/4" videotape 

Physical Assesment Lectures: 9. Nodes, 1975, Blue Hill Educational Systems, Inc., 30:00, 
3/4" videotape 

• Professionalism, 1975, WRAMC, 24:00, 3/4" videotape 

• Pulse of Life, 1975, A.H.S, 27:45, 3/4" videotape 

• Race Relations, 1975, WRAMC TV, 22:00, 3/4" videotape 
Recognizing Roles in Juvenile Diabetes, 1975, NCME, 3/4" videotape 

• Role of the Dialysis Technician, 1975, WRAMC TV, 53:00, 3/4" videotape 

• T&A Panacea or placebo ?, 1975, NCME, 3/4" videotape 

• The Adult Diabetic: Outguessing the Next 24 Hours, 1975, NCME, 3/4" videotape 

• The Bicuspid Teeth, 1975, A.H.S, 11:39, 3/4" videotape 

• The Diabetic Foot: Handle With Care, 1975, NCME, 3/4" videotape 

• The Diagnostic Challenge of Chest Pain Part 1, 1975, NCME, 3/4" videotape 

• The Privacy Act of 1974, 1975, Department of Defense, United States of America, The 
Defense Privacy Board 

• The Team Approach to Chronic Pain, 1975, NCME, 3/4" videotape 

• Toxicologic Pathology, 1975, WRAMC TV, 50:00 

• Uremia Part 1 (copy 1), 1975, WRAMC TV, 55:00, 3/4" videotape 
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• Uremia Part 1 (copy 2), 1975, WRAMC TV, 55:00, 3/4" videotape 

• Uremia Part 2 (copy 1), 1975, WRAMC TV, 40:00, 3/4" videotape 

• Uremia Part 2 (copy 2), 1975, WRAMC TV, 40:00, 3/4" videotape 

• Utilization Of Inbred Strains Of Mice In Research, 1975, WRAMC TV, 56:00 

• Armed Forces Institute of Pathology Change of Command Ceremony, 30 September 
1976, 1976, WRAMC TV, 1650', color sound 16mm film 

• Atherosclerosis In Nonhuman Primates, 1976, WRAMC TV, 52:00 

• Atherosclerosis In Pidgeons, 1976, WRAMC TV, 47:00, 

• Atherosclerosis in Nonhuman Primates, 1976, WRAMC TV, 52:00, 3/4" videotape 

• Aviation Pathology From The Beginning, Part 1, 1976, WRAMC TV, 50:00 

• Aviation Pathology From The Beginning, Part 2, 1976, WRAMC TV, 36:00 

• Aviation Pathology From The Beginning, Part 3, 1976, WRAMC TV, 44:00 
Basics of Ethylene Oxide Sterilization, 1976, Castle Company, 12:00 
Basics of Microbiology, The, 1976, Castle Company, 15:00 

Basics of Steam Sterilization, 1976, Castle Company, 15:00 

• Benign and Malignant Cystic Tumors of the Liver, 1976, WRAMC TV, 30:00, 3/4" 
videotape 

• Beta Blockers in Cardiac Disease, 1976, NCME, 3/4" videotape 

• Blunt Chest Trauma: The First Hours, 1976, NCME, 3/4" videotape 

Burn Seminar: Team Approach OT, PT, A Discussion of Physical Support Techniques, 
1976, Academy of Health Sciences TV, 26:49, 3/4 inch videotape 

• Chronic Active Hepatitis, 1976, NCME, 3/4" videotape 

• Cytology And Cytological Procedures In Veterinary Pathology, Reel 1, 1976, WRAMC TV, 
60:00 

Cytology And Cytological Procedures In Veterinary Pathology, Reel 2, 1976, WRAMC TV, 
60:00 

Cytology And Cytological Procedures In Veterinary Pathology, Reel 3, 1976, WRAMC TV, 
05:00 

Deep Venous Thrombosis: Differential Diagnosis, 1976, NCME, 3/4" videotape 
Diagnosis of Common, Pianful Hand Disorders, 1976, NCME, 3/4" videotape 

• Diseases Of Amphibians And Reptiles, 1976, WRAMC TV, 47:00 

• Diseases Of Fish, 1976, WRAMC TV, 50:00 

• Diseases of Amphibians and Reptiles, 1976, WRAMC TV, 47:00, 3/4" videotape 

• Diseases of Fish, Dr. Wolke, 1976, WRAMC TV, 50:00, 1/2" videotape 

Extra Articular Manifestations of Rheumatoid Arthritis : Keep a High Index of Suspicion, 
1976, NCME, 3/4" videotape 

Fiberoptic Bronchoscopy: Its Uses and Advantages, 1976, NCME, 3/4" videotape 
Head Trauma Evaluation for the Non Neurosurgeon, 1976, NCME, 3/4" videotape 
High Risk Pregancy Avoiding Surprises, 1976, NCME, 3/4" videotape 
Hyaline Membrane Disease and Intrauterine Assessment of Lung Maturity, 1976, NCME, 
3/4" videotape 
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Hyperlipidemia and Heart Disease: The Diet Approach, 1976, NCIVIE, 3/4" videotape 
Hyperlipidemia and Heart Disease: The Drug Approach, 1976, NCME, 3/4" videotape 
Hypertensive Retinopathy: Funduscopic Features, 1976, NCME, 3/4" videotape 

• Injuries of the Young Athlete, 1976, NCME, 3/4" videotape 

• Laboratory Animal Pathology In Perspective, 1976, WRAMC TV, 30:00 

Lifting A Weight Away, 1976, United States Post Office Department Training Film, Calvin 
Production, Kansas City, Louisville, 08:00 

Medical Support Role in Nuclear Surety, Part 1: Personnel Reliability Program, 1976, US 
Army, 21:56, 3/4" videotape 

• New WRAMC, 1976, WRAMC TV, 24:15, 3/4" videotape 

Passing and Being Passed, 1976, National Safety Council, 10:00, 16mm 

• Pathogenesis Of Viral Diseases, 1976, WRAMC TV, 49:00 

• Pathogenesis of Viral Disease, Dr. Murphy, 1976, WRAMC TV, 1/2" videotape 
Pelvic Exam Procedures, 1976, Omni, 20:35, 3/4" videotape 

Pulmonary Embolism: Levels of Evaluation and Treatment, 1976, NCME, 3/4" videotape 
Rape: Medical And Forensic Investigation, 1976, American Society Of Clinical 
Pathologists, 60:00 

• Relational Issues of Servicewomen: Ft. Myers MHCS, 1976, WRAMC TV, 23:10,3/4" 
videotape 

Selection & Interpretation of Clincial Chemistry Data in Laboratory Primates, 1976, 
WRAMC TV, 40:00, 3/4" videotape 

Selection and Interpretation Of Clinical Chemistry Data In Laboratory Primates, 1976, 
WRAMC TV, 40:00 

• Spontaneous Neoplastics Non Nelplastic Diseases in Mice, 1976, WRAMC TV, 55:00 

• The Comatose Patient: Immediate Management and Evaluation, 1976, NCME, 3/4" 
videotape 

• The Selective Use of Radiographs and Lab Tests in Rheumatic Disease, 1976, NCME, 3/4" 
videotape 

• Therapeutic Trials Ethics of Clinical Experimentation Part 1, 1976, NCME, 3/4" videotape 

• Total Parental Nutrition: Current Clinical Applications, 1976, NCME, 3/4" videotape 

• Treatment Tips for Common Foot Problems, 1976, NCME, 3/4" videotape 

• Upper Cervical Spine, 1976, WRAMC TV, 53:00, 3/4" videotape 

• Viral Disease of Cats, 1976, WRAMC TV, 58:00 

• Viral Diseases of Cats, Dr. Ward, 1976, WRAMC TV, 58:00, 1/2" videotape 

• Viral Pneumonias, 1976, WRAMC TV, 27:00, 3/4" videotape 

• Vulvar Lesions: A New Awareness, 1976, NCME, 3/4" videotape 

• WRAMC's New Food Service, 1976, WRAMC TV, 12:15, 3/4" videotape 

• When and How to Do a Tracheotomy, 1976, NCME, 3/4" videotape 

• Your Partnership With Power. . .How Electricity Works, 1976, Harris Tuchman 
Productions, Inc., Hollywood, California, 15:00 

Chemical Agent and Management of Chemical Agent Casualties, Part 1, 1976?, US Army 
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Medical Department, 44:44, 3/4" videotape 

• "In Pursuit of Excellence", Walter Reed Army Medical Center, 1977, 13:53 

• A Spectrum Of Fibrous And Fibro Osseous Lesions In Bone, 1977, WRAMC TV, 54:00, 
3/4" videotape 

• Alcoholism: A Critical Illness, The Dynamics of Alcoholism : Intervention Therapies in 
Alcoholism, 1977, A.H.S, 30:58, 3/4" videotape 

• Angia: Evaluation and Management, 1977, NCME, 3/4" videotape 

• Avian Diseases Part 1, 1977, WRAMC TV, 54:00 

• Avian Diseases Part 2, 1977, WRAMC TV, 46:00 

• Avian Diseases, Part 1, 1977, WRAMC TV, 54:00, 1/2" videotape 

• Avian Diseases, Part 2, 1977, WRAMC TV, 46:00, 1/2" videotape 

Benign Prostatic Hyperplasia: Managment Decisions, 1977, NCME, 3/4" videotape 
Chronic Hemodialysis: Maximizing the Potentials ., 1977, NCME, 3/4" videotape 

• Clinical Immunology Update, 1977, NCME, 3/4" videotape 

• Clinical Laboratory Relations TB MED, 1977, A.H.S, 20:15, 3/4" videotape 

• Comparative Pathology Of Immunologic Diseases, 1977, WRAMC TV, 43:00 

• Degenerative And Neoplastic Lesions In Aged Rats, 1977, WRAMC TV, 60:00 
Degenerative and Neoplastic Lesions in Aged Rats, Dr. Manning, 1977, WRAMC TV, 
60:00, 1/2" videotape 

Dental Instrument Sharpening, 1977, Academy of Health Sciences, 08:53, 3/4" videotape 

• Dermatology Update, 1977, NCME, 3/4" videotape 

• Differential Diagnosis of Oral Lesions, 1977, NCME, 3/4" videotape 

Dimensions of Leadership in Nursing: Strategies for Leadership Conflict Managememt, 
1977, American Journal of Nursing Co. Educational Services Division, 3/4" videotape 
Dimensions of Leadership in Nursing: Strategies for Leadership Confrontation, 1977, 
American Journal of Nursing Co. Educational Services Division, 3/4" videotape 
Drug Spotlight: Bronchial Asthma: New Concepts in Mechanisms and Management, 
1977, NCME, 3/4" videotape 

Drus and the Menopause: A Television Workshop, 1977, NCME, 3/4" videotape 
Dynalyzer II System For X ray Generator Servicing & Calibration, 1977, Bill Britt, Machlett 
Laboratories, Stanford, CT, 24:55 

EPMS (Enlisted Personnel Management System) and the Medical Commander, 1977, US 
Army Academy of the Health Sciences, 20:42, 3/4" videotape 

• EPMS and the Medical Soldier, 1977, A.H.S, 23:06, 3/4" videotape 

• Elective Induction of Labor, 1977, NCME, 3/4" videotape 

Electromyographic Testing for Neuromuscular and Other Diseases, 1977, NCME, 3/4" 
videotape 

Evaulating Patients with Occlusive Cerebrovascular Disease, 1977, NCME, 3/4" 
videotape 

Gastroesophageal Reflux: Symptomatology and Investigation, 1977, NCME, 3/4" 
videotape 

OHA 253 
Page 31 of 143 



Genetics for the Generalist: Autosomal Dominant and Recessive Disorders, 1977, NCIVIE, 
3/4" videotape 

Hypertensive Emergency Workshop, 1977, NCME, 3/4" videotape 

• Infectious Diseases Of Cats, Part 1, 1977, WRAMC TV, 59:00 

• Infectious Diseases Of Cats, Part 2, Reel 1, 1977, WRAMC TV, 60:00 

• Infectious Diseases Of Cats, Part 2, Reel 2, 1977, WRAMC TV, 07:00 

• Infectious Diseases of Cats, Part 2 (continued). Dr. Hoover, 1977, WRAMC TV, 07:00, 
1/2" videotape 

• Infectious Diseases of Cats, Part I, Dr. Hoover, 1977, WRAMC TV, 59:00, 1/2" videotape 

• Infectious Diseases of Cats, Part II, Dr. Hoover, 1977, WRAMC TV, 60:00, 1/2" videotape 

• Material for Facial and Somatoprostheses, 1977, WRAMC, 30:00, 3/4" videotape 

• Medicolegal Autopsy Part 1, 1977, WRAMC TV, 40:00, color sound 16mm film 

• Medicolegal Autopsy Part 1 (copy), 1977, WRAMC TV, 40:10, VHS videotape 

• Medicolegal Autopsy Part 2, 1977, WRAMC TV, 34:00, color sound 16mm film 

• Medicolegal Autopsy Part 2 (copy), 1977, WRAMC TV, 33:36, VHS videotape 

• Neoplastic Disease of Mice, 1977, WRAMC TV, 35:00 

• Neoplastic Diseases of Mice, Dr. Goodman, 1977, WRAMC TV, 35:00, 1/2" videotape 
Neurologically Disabled Patient: Activities of Daily Living Mobility, 1977, American 
Journal of Nursing Co. Educational Services Division, 3/4" videotape 

• Office Treatment of Hand Problems: Critical Checkpoints, 1977, NCME, 3/4" videotape 
Ovarian Cancer: Diagnosis and Treatment of Common Epithelial Tumors, 1977, NCME, 
3/4" videotape 

Pathology Of Selected Diseases Of The Nervous System In Laboratory Animals, Reel 1, 
1977, WRAMC TV, 60:00 

Pathology Of Selected Diseases Of The Nervous System In Laboratory Animals, Reel 2, 
1977, WRAMC TV, 06:00 

Pathology of Selected Diseases of the Nervous System in Laboratory Animals, Dr. Cusick, 
1977, WRAMC TV, 66:00, 1/2" videotape 

• Psychology of Renal Dialysis Reel 1, 1977, WRAMC TV, 60:00, 3/4" videotape 

• Psychology of Renal Dialysis Reel 2, 1977, WRAMC TV, 17:00, 3/4" videotape 

• Reinforced Steel Pins Amalgam Part 1, 1977, A.H.S, 54:22, 3/4" videotape 

• Reinforced Steel Pins Amalgam Part 2, 1977, A.H.S, 53:56, 3/4" videotape 

• Rift Valley Fever A Zoonotic Disease, 1977, WRAMC TV, 15:00 

Six Problems in Sexually Transmitted Diseases, 1977, NCME, 3/4" videotape 

• Staining Of Acid Fast Organisims, 1977, WRAMC TV, 12:00 

• The Car Behind, 1977, National Safety Council, 10:00, 16mm 

• The Cyanotic Infant: Finding the Cause, 1977, NCME, 3/4" videotape 

• The Diagnosis of Hyperthyroidism: A Decade of Progress, 1977, NCME, 3/4" videotape 

• The Effect Of Influenza Infection On The Immune System, 1977, WRAMC TV, 15:00 

• The Histopathologic Diagnosis Of Some Infections, 1977, WRAMC TV, 11:00 

• The Initial Management of Multiple Trauma, 1977, NCME, 3/4" videotape 
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• The Nephrotoxicity of Antibiotics, 1977, NCIVIE, 3/4" videotape 

• The Treatment of Anaerobic and IVIixed Aerobic/Anaerobic Infection, 1977, NCIVIE, 3/4" 
videotape 

• Toxemia and Hypertension in Pregnancy lsoniazid;The Liver and the Tubercle Bacillus 
Common Foot Problems in Early Childhood, 1977, NCME, 3/4" videotape 

• Updated Walking Tour of the New WRAMC, 1977, WRAMC TV, 21:00, 3/4" videotape 

• Viral Influenza: From Onset to Aftermath, 1977, NCME, 3/4" videotape 

• Accredidation of Health Care Facilities, 1978, US Army Medical Department, 42:17, 3/4" 
videotape 

• Alcoholism in the Military Psychosocial and Biomedical Aspects, 1978, A.H.S, 30:56, 3/4" 
videotape 

• Alcoholism in the Military Psychosocial and Biomedical Aspects, 1978, A.H.S, 28:27, 3/4" 
videotape 

• American Academy of Family Physicians, 1978, NCME, 3/4" videotape 

• Anemia: Signal of Disease, 1978, NCME, 3/4" videotape 

• Beer's Law, 1978, A.H.S, 59:32, 3/4" videotape 

Blood Components and Their Application, 1978, NCME, 3/4" videotape 

• Cardiac Auscultation, 1978, NCME, 3/4" videotape 

• Casting of Dental Alloys, 1978, A.H.S, 17:37, 3/4" videotape 

• Chemical Agent and Management of Chemical Agent Casualties, 1978, A.H.S, 53:12, 3/4" 
videotape 

Chemical Agents and Management of Chemical Agent Casualties, Part 1, 1978, US Army 
Medical Department, 44:44, 3/4" videotape 

Chemical Agents and Management of Chemical Agent Casualties, Part 2, 1978, US Army 
Medical Department, 53:12, 3/4" videotape 

Chemical Agents and Management of Chemical Agent Casualties, Part 3, 1978, US Army 
Medical Department, 10:43, 3/4" videotape 

• Clinical Manifestations Part 1, 1978, WRAMC, 60:00, 3/4" videotape 

• Clinical Spirometry: For Which Patients ?, 1978, NCME, 3/4" videotape 

• Cold Injuries, 1978, 25:13, 3/4" videotape 

Construction of Five Unit Bridge Pontic Preparation, Bridge Assembly and Cementation, 
1978, A.H.S, 8:41, 3/4" videotape 

Construction of Five Units Bridge Temporary Bridge, Immpression and Constuction of 
Master Casts, 1978, A.H.S, 13:13, 3/4" videotape 

Construction of a Five Unit Bridge Wax Up of Bridge Using a Cone TEchnique to Devlpoe a 
Harmonious Occlusal Pattern, 1978, A.H.S, 11:41, 3/4" videotape 

• Defense Against Biological Agents, 1978, A.H.S, 44:02, 3/4" videotape 
Defibrination Syndrome or Disseminated Intrvascular Coagulation ? A Laboratory 
Diagnosis, 1978, NCME, 3/4" videotape 

• Dental Esthetics: Tooth Arrangement Part 1, 1978, A.H.S, 12:58, 3/4" videotape 

• Dental Esthetics: Tooth Arrangement Part 2, 1978, A.H.S, 11:51, 3/4" videotape 
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• Dental Esthetics: Tooth Arrangement Part 3, 1978, A.H.S, 10:23, 3/4" videotape 
Different Approach (copy 1), 1978, South Bay Mayor's Committee for Employment of 
the Handicapped, 21:00, 3/4" videotape 

Different Approach (copy 2), 1978, South Bay Mayor's Committee for Employment of 
the Handicapped, 21:00, 3/4" videotape 

• Diseases Of Reptiles And Amphibians, 1978, WRAMCTV, 45:00 

• Diseases Of Reptiles And Amphibians, 1978, WRAMC TV, 52:00 

• Edema: It's Causes and Treatment, 1978, NCME, 3/4" videotape 

Effective Diagnostic Imagimg: A Clinical Workshop, 1978, NCME, 3/4" videotape 

• Experiences of a Prisoner of War CDR Ed Davis, Part 1, 1978, JAG, 50:00, 3/4" videotape 

• Experiences of a Prisoner of War CDR Ed Davis, Part II, 1978, JAG, 3/4" videotape 

• Field Protection Mask Pitting and Drill, 1978, A.H.S, 44:11, 3/4" videotape 

Final Mandibular Impressions for Complete Dentures by Dr. Edmund Travaglini, 1978, 
10:36, 3/4" videotape 

• Frostbite: Decrease Tissue Loss, 1978, NCME, 3/4" videotape 

• Fundamentals of Patient Disposition, 1978, A.H.S, 25:28, 3/4" videotape 

• Geneva Convention of 1949, Part 2 of 2, 1978, U.S. Army Medical Department, 42:36, 
3/4" videotape 

Hearing Conservation, 1978, US Army Medical Department, 42:45, 3/4" videotape 
Hypercalcemia: A Guide to Decision Making, 1978, NCME, 3/4" videotape 

• Impact of OSHA, 1978, Academy of Health Sciences, 42:40, 3/4" videotape 

• Infectious Diseases Of Cats, 1978, WRAMC TV, 54:00 

• Infectious Diseases Of Cats, Part II, 1978, WRAMCTV, 53:00 
Influenza Vaccination: Two Points of View, 1978, NCME, 3/4" videotape 

• Introduction to Military Personnel Management System Part 1, 1978, A.H.S, 41:35, 3/4" 
videotape 

• Introduction to Military Personnel Management System Part 2, 1978, A.H.S, 25:08, 3/4" 
videotape 

• Introduction to NBC Operations, 1978, A.H.S, 44:32, 3/4" videotape 

• Is Hysterectomy Indicated, 1978, NCME, 3/4" videotape 

Management of NBC Chemically Contaminated Patients, 1978, US Army Medical 
Department, 43:33, 3/4" videotape 

Management of NBC Chemically Contaminated Patients (Copy 2), 1978, US Army 
Medical Department, 43:33, 3/4" videotape 

• Management of Patients on Respirators, 1978, NCME, 3/4" videotape 

• Medical Effects of Nuclear Weapons, 1978, US Army Medical Department, 43:13, 3/4" 
videotape 

• Medical Material Management, 1978, A.H.S, 38:58, 3/4" videotape 

• Medical Support of the Army in the Field, Part 1 of 3, 1978, US Army Medical 
Department, 34:44, 3/4" videotape 

• Medical Support of the Army in the Field, Part 2 of 3, 1978, US Army Medical 
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Department, 22:28, 3/4" videotape 

• Medical Support of the Army in the Field, Part 3 of 3, 1978, US Army Medical 
Department, 46:51, 3/4" videotape 

• Military Courtesies, Part 2 of 2, 1978, US Army Medical Department, 3/4" videotape 

• Military Medicolegal Problems, 1978, A.H.S, 42:35, 3/4" videotape 

• NBC Decontamination, 1978, US Army Medical Department, 41:09, 3/4" videotape 

• Newer Thoughts for Older Patients, 1978, NCME, 3/4" videotape 

Noninvasive Cardiac Diagnosis: Applications in Perspective, 1978, NCME, 3/4" videotape 

• Nuclear Surety, 1978, US Army Medical Department, 49:38, 3/4" videotape 

• Nursing Ground Rounds: Dialysis Decision For Life; Coping with ESRD, 1978, WRAMC TV, 
54:00, 3/4" videotape 

Operations in a Contaminated (Radiation) Area, 1978, A.H.S, 33:09, 3/4" videotape 
Operations in a Radiation Contaminated Area, 1978, A.H.S, 42:21, 3/4" videotape 

• Ophthalmology in Clinical Context, 1978, NCME, 3/4" videotape 

• Organization of the MEDDAC, 1978, US Army Medical Department, 43:07, 3/4" 
videotape 

• Osteoporosis: A Disorder of Bone Remodeling, 1978, NCME, 3/4" videotape 

• Partial Denture Biomechanics, 1978, A.H.S, 17:00, 3/4" videotape 

• Patient Administration, 1978, A.H.S, 37:29, 3/4" videotape 

• Penetrating Wounds of the Abdomen, 1978, NCME, 3/4" videotape 

Physical Security Crime Prevention at Walter Reed Army Medical Center, 1978, WRAMC 
TV, 07:22, 3/4" videotape 

Porcelain Fused to Gold Crowns and Bridges, Part 1 Tooth Preparation, 1978, A.H.S, 
13:26, 3/4" videotape 

• Positive Duplication of the Natural Dentition for the Immediated Denture Patient, 1978, 
A.H.S, 15:35, 3/4" videotape 

Positive Duplication of the Natural Dentition of the Natural Dentition for the Immediate 
Denture Patient, Part 1, 1978, 15:31, 3/4" videotape 

• Primate Onchornavirus And Lymphotropic Herpesviruses, 1978, WRAMC TV, 48:00 
Primate Onchornavirus And Lymphotropic Herpesviruses, 1978, WRAMC TV, 50:00 

• Primate Onchornavirus and Lymphotropic Herpes viruses, 1978, WRAMC TV, 48:00, 1/2" 
videotape 

• Primate Onchornavirus and Lymphotropic Herpes viruses, 1978, WRAMC TV, 50:00, 1/2" 
videotape 

• Protection from Residual Radiation, 1978, A.H.S., 33:15, 3/4" videotape 
Reducing the Operative Risk of Elective Surgery, 1978, NCME, 3/4" videotape 

• Residual Radiation, 1978, A.H.S., 29:36, 3/4" videotape 

Sectional Tray Impression for Maxillary Immediate Denture, 1978, University of 
Michigan, 14:11, 3/4" videotape 

• Spontaneous Neoplastic And Non neoplastic Disease Of Mice, 1978, WRAMC TV, 42:00 

• Spontaneous Neoplastic And Non neoplastic Disease Of Mice, 1978, WRAMC TV, 52:00 
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• Subgingival Currettage, 1978, A.H.S., 15:27, 3/4" videotape 

• TV Security FOUO, 1978, A.H.S, 46:01, 3/4" videotape 

• The Army, 1978, A.H.S, 37:34, 3/4" videotape 

• The Automoblie Casualty, 1978, NCME, 3/4" videotape 

• The Challenge of Adolescent Medicine, 1978, NCME, 3/4" videotape 

• The Clinical Evaluation of Selected Shoulder Syndromes, 1978, NCME, 3/4" videotape 

• The Five Phases of Acute Myocardial Infarction, 1978, NCME, 3/4" videotape 

• Therombotic And Hemorrhagic Diseases Of Animals, 1978, WRAMC TV, 42:00 

• Therombotic And Hemorrhagic Diseases Of Animals, 1978, WRAMC TV, 60:00 

• Thrombatic and Hemorrhagic Diseases of Animals, 1978, WRAMC TV, 60:00, 3/4" 
videotape 

• Thrombotic and Hemorrhagic Disease of Animals, 1978, WRAMC TV, 42:00, 3/4" 
videotape 

• Thrombotic and Hemorrhagic Diseases of Animals, Part 1 and 2, 1978, WRAMC TV, 
102:0, 1/2" videotape 

• Uniformed Services Health Benefits Program, 1978, A.H.S, 52:23, 3/4" videotape 

• Urinary Infections in the Adult Woman, 1978, NCME, 3/4" videotape 

• Esthetics in Complete Dentures: Part 1 Anterior Tooth Size, 1978?, 14:15, 3/4" videotape 

• Esthetics in Complete Dentures: Part 2 Anterior Tooth Color, 1978?, 13:51, 3/4" 
videotape 

Final Maxillary Impressions for Complete Dentures by Dr. Edmund Travaglini, 1978?, 
10:48, 3/4" videotape 

Understanding Defibrillation, 1978?, Harris Tuchman Productions, Hollywood, California, 
13:00 

• " To Keep Her Alive ", 1979, NCME, 3/4" videotape 

• Acid Base Physiology, 1979, WRAMC TV, 59:00, 3/4" videotape 

• Alcoholism: A Chronic Treatable Disease, 1979, NCME, 3/4" videotape 

• Approach to the Autopsy of the Child with Congenital Anomolies, 1979, WRAMC TV, 
50:00, 3/4" videotape 

• Automobile Accidents: Basic Investigation And Occupant Injuries, 1979, American 
Society Of Clinical Pathologists, 24:00 

• Automobile Accidents: Pedestrian Fatalities, Deaths from Natural Causes, Toxicology, 
1979, American Society Of Clinical Pathologists, 21:00 

• Avian Diseases Part 1, 1979, WRAMC TV, 60:00 

• Avian Diseases Part 2, 1979, WRAMC TV, 45:00 

• Avian Diseases, Part 1 and 2, Dr. Fletcher, 1979, WRAMC TV, 1/2" videotape 

• Back Pain, 1979, NCME, 3/4" videotape 

• Basic Chromosomal Syndromes, 1979, WRAMC TV, 50:00, 3/4" videotape 

• Childhood Tumors, 1979, WRAMC, 20:00, 3/4" videotape 

• Childhood Tumors (copy 1), 1979, WRAMC TV, 20:00, 3/4" videotape 

• Childhood Tumors (copy 2), 1979, WRAMC TV, 20:00, 3/4" videotape 
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• Childhood Tumors (copy 3), 1979, WRAMC TV, 20:00, 3/4" videotape 

• Childhood Tumors, Part 2, 1979, WRAMC TV, 3/4" videotape 

• China Lake, CA, 1979, 3/4" videotape 

• Clinical Laboratory in Pediatric Pathology, The, 1979, WRAMC TV, 45:00, 3/4" videotape 

• Clinical Pathology Of The Dog And Cat, 1979, WRAMC TV, 53:00 

• Clinical Pathology of the Dog and Cat, Dr. Taskar, 1979, WRAMC TV, 1/2" videotape 
Common Dermatoses and Cutaneous Lesions: The First Line Approach, 1979, NCME, 
3/4" videotape 

• Congenital Malformation of the Heart and Great Vessels, 1979, WRAMC TV, 45:00, 3/4" 
videotape 

• Congenital Pulmonary Disease in the Newborn, 1979, WRAMC TV, 45:00, 3/4" videotape 

• Developmental Field Defects, 1979, WRAMC TV, 45:00, 3/4" videotape 

• Drug Therapies for Childhood Asthma, 1979, NCME, 3/4" videotape 

• Fetal Monitoring, 1979, NCME, 3/4" videotape 

• Gross Examination in Pediatric Pathology, The, 1979, WRAMC TV, 1979, 3/4" videotape 
Here's Lookin Atcha: Nutrition and Physical Fitness, 1979, Academy of Health Sciences, 
18:05, 3/4" videotape 

• Hospital Infection, 1979, NCME, 3/4" videotape 

• Human Relations: A Systems Theory Perspective, Part 1, 1979, WRAMC TV, 56:00, 3/4" 
videotape 

• Human Relations: A Systems Theory Perspective, Part 2, 1979, WRAMC TV, 41:00, 3/4" 
videotape 

Hyaline Membrane Disease and Bronchopulmonary Dysplasia, 1979, WRAMC TV, 60:00, 
3/4" videotape 

• Hydrogen Ion Regulation Respiratory and Metabolic Acidosis, 1979, NCME, 3/4" 
videotape 

• Hyperlipidemias, 1979, 60:30, 3/4" videotape 

• Hyperlipidemias, 1979, A.H.S, 60:30, 3/4" videotape 

• Immune Deficiency Disease, Part 1, 1979, WRAMC TV, 60:00, 3/4" videotape 

• Immune Deficiency Disease, Part 2, 1979, WRAMC TV, 55:00, 3/4" videotape 

• Inferred Natural History Of Uveal Melanomas, 1979, WRAMC TV, 20:00, 

• Lymphomas, 1979, WRAMC TV, 3/4" videotape 

• Metabolic Diseases, 1979, WRAMC TV, 40:00, 3/4" videotape 

• Metabolic Diseases Affecting the Central System, 1979, WRAMC TV, 60:00, 3/4" 
videotape 

• Metabolic Diseases Affecting the Liver, 1979, WRAMC TV, 55:00, 3/4" videotape 

• Metabolic Disorders, 1979, WRAMC TV, 25:00, 3/4" videotape 

• Metabolic Disorders, 1979, WRAMC TV, 30:00, 3/4" videotape 

Modifying Chronic Pain Diagnosis and Treatment, 1979, NCME, 3/4" videotape 

• Myoclonus, 1979, A.H.S, 45:40, 3/4" videotape 

Neuroblasto ma and Other Neuroepithelial Tumors, 1979, WRAMC TV, 3/4" videotape 
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• Nutritional Challenges Throughout Life, 1979, NCME, 3/4" videotape 

Ocular Fundus Lesions In Rhesus Monkeys Receiving Contraceptive Steriods, 1979, 
WRAMCTV, 19:00 

• Pathogenesis Of Viral Disease, Part I, 1979, WRAMC TV, 60:00 

• Pathogenesis Of Viral Disease, Part II, 1979, WRAMC TV, 60:00 

• Pathologist and the Sudden Infant Death Syndrome, The, 1979, WRAMCTV, 3/4" 
videotape 

• Pathology Of Experimental Fish Part 1, 1979, WRAMC TV 

• Pathology Of Experimental Fish Part 2, 1979, WRAMC TV 

• Pathology Of Experimental Fish, Part 3, 1979, WRAMC TV, 35:00 

• Pathology of Experimental Fish, Part 1 & 2, Dr. Wolke, 1979, WRAMC TV, 1/2" videotape 

• Pathology of Experimental Fish, Part 3, 1979, WRAMC TV, 35:00, 1/2" videotape 

• Pediatric Gynecopathology, 1979, WRAMC TV, 3/4" videotape 

• Phagocytic Cell: Function and Abnormalities, 1979, A.H.S, 47:52, 3/4" videotape 

• Pre Operative Procedures, 1979, WRAMC TV, 19:00, 3/4" videotape 

• Psychiatry Grand Rounds Part 1, 1979, WRAMC, 60:00, 3/4" videotape 

• Psychiatry Grand Rounds: ADAPCP Consultant & Topic, 1979, WRAMC, 6:00, 3/4" 
videotape 

• Psychiatry Grand Rounds: Alcoholism, 1979, 30:00, 3/4" videotape 

• Psychiatry Grand Rounds: Alcoholism, 1979, WRAMC, 73:00, 3/4" videotape 
Psychiatryy Grand Rounds: Overview and Update on Forensic Psychiatry, 1979, WRAMC, 
60:00, 3/4" videotape 

Refractory Congestive Heart Failure: The Vicious Cycle, 1979, NCME, 3/4" videotape 

• Renal Tumors, 1979, WRAMC TV, 50:00, 3/4" videotape 

• Selected Disease Of Hamsters, 1979, WRAMC TV 

• Selected Diseases Of Guinea Pigs, 1979, WRAMC TV 

• Selected Diseases of Guinea Pigs, 1979, WRAMC TV, 3/4" videotape 

• Selected Diseases of Guinea Pigs, Dr. Bunte, 1979, WRAMC TV, 1/2" videotape 

• Selected Diseases of Hamsters, Dr. Bunte, 1979, WRAMC TV, 1/2" videotape 

• Soft Tissue Tumors, 1979, WRAMC TV, 50:00, 3/4" videotape 

• Status Report on Viral Chemotherapies, 1979, NCME, 3/4" videotape 

• The Insensitive Diabetic Foot, 1979, NCME, 3/4" videotape 

• The National Antibiotic Therapy Update, 1979, NCME, 3/4" videotape 

• The National Antibiotic Therapy Update Part 1, 1979, NCME, 3/4" videotape 

• The Office Record, 1979, NCME, 3/4" videotape 

• The Pros and Cons of Vigorous Exercise, 1979, NCME, 3/4" videotape 

• The Therapeutic Sequence, 1979, NCME, 3/4" videotape 

• The Treatment of Adult Onset Diabetes Mellitus: Three Views, 1979, NCME, 3/4" 
videotape 

• Threat & Opsec Awareness Briefing, 1979, A.H.S, 3/4" videotape 
Unconjugated Hyperbilirubenemia, 1979, Brooke Army Medical Center, 59:45, 3/4" 
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videotape 

• Venous Thromboembolism: Diagnosis Prophylaxis and Treatment, 1979, NCME, 3/4" 
videotape 

• Welcome to Walter Reed, 1979, WRAMCTV, 13:00, 3/4" videotape 

[No Title] reel 6, 1979, Smith Kline and French or Andrews AFB, color sound 16mm film 
Bandaging and Splinting, 197?, Armed Forces Institute of Pathology Medical Illustration 
Service / US Army Medical Service, transparencies 

• Distant Drummer Bridges from Noplace, 197?, Brooke Army Medical Center, 22:14, 3/4" 
videotape 

• Hospital Chaplain, The, 197?, U.S. Army Medical Department, 52:01, 3/4" videotape 

• How Much Are Your Eyes Worth, 197?, WRAMCTV, VHS videotape 

How to Save a Choking Victim: The Heimlich Maneuver with Dr. Henry J. Heimlich, 197?, 
Oxford Films, 10:00, 3/4" videotape 

Inside My Mom, 197?, March of Dimes National Foundation / University of Washington, 
7:30, 3/4" videotape 

Israeli Defense Force Presents The Medical Corps in the Field, 197?, Israeli Defense 
Force, 16mm color sound 

• Just a Person in Your World, 197?, Academy of Health Sciences, 50:01, 3/4" videotape 

• K 9 Plus, 197?, WRAIR, 15:30, 3/4" videotape 

Military Sanitation part II, 197?, US Army Film & Equipment Exchanges / Robert J. Brady 
Co., transparencies 

• On Every Hand, 197?, WRAMC TV, VHS videotape 

Personal Health (copy 1), 197?, US Army Pictorial Center / US Army Film & Equipment 
Exchanges / Robert J. Brady Co., transparencies 

Personal Health (copy 2), 197?, US Army Pictorial Center / US Army Film & Equipment 
Exchanges / Robert J. Brady Co., transparencies 

Poisonous Snakes Continental US, 197?, US Army Pictorial Center / US Army Film & 
Equipment Exchanges / Robert J. Brady Co., transparencies 

• Renal Failure in Vietnam / Kidney Function in Health, 197?, WRAMC TV, 46:00, 3/4" 
videotape 

Smallpox Vaccination Procedures (copy 1), 197?, US Army, 16 mm color sound 16mm 
film 

Smallpox Vaccination Procedures (copy 2), 197?, US Army, Beta videotape 

• Unit Administration: A New Way of Caring, 197?, WRAMC, 7:35, 3/4" videotape 
Whipmix Articulator and Facebow Technique, 197?, University of Missouri, 35:02, 3/4" 
videotape 

1980s 

• Administer Emergency Medical Care for Blister Agent Casualty, 1980, Academy of Health 
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Sciences, 7:08, 3/4" videotape 

• Administer Emergency Medical Care for Blood Agent Casualty, 1980, Academy of Health 
Sciences, 3:57, 3/4" videotape 

• Applying a Tourniquet, 1980, Academy of Health Sciences, 5:16, 3/4" videotape 

• Atherosclerosis in Pigeons, 1980, WRAMC TV 

• Atherosclerosis in Pigeons, 1980, WRAMC TV, 3/4" videotape 

• Atherosclerosis in Nonhuman Primates, 1980, WRAMC TV, 60:00 

• Aviation Pathology, Part 1, 1980, ETV FT. Rucker, 32:38 

• Aviation Pathology, Part 2, 1980, ETV FT. Rucker, 52:47 

• Aviation Pathology, Part 3, 1980, ETV FT. Rucker, 55:11 

• Aviation Pathology, Part 4, 1980, ETV FT. Rucker, 40:08 

• Avoiding Complications of Local Anesthesia, 1980, NCME, 3/4" videotape 

• Bandages : Cravat Bandage to the Hand, 1980, A.H.S, 1:55, 3/4" videotape 

• Bandages: Elastic Bandage to Hand, 1980, A.H.S, 3:56, 3/4" videotape 

• Bandages: Elastic Bandage to Arm, 1980, A.H.S, 2:19, 3/4" videotape 

• Bandages: Elastic to Foot, 1980, A.H.S, 2:43, 3/4" videotape 

• Bandages: Wounds to Head, 1980, Academy of Health Sciences, 8:10, 3/4" videotape 

• Bandages: Wounds to the Face, 1980, A.H.S, 3:54, 3/4" videotape 

• Bandaging: The Fractured Collarbone, 1980, A.H.S, 3:18, 3/4" videotape 

• Cancer of the Head and Neck, 1980, NCME, 3/4" videotape 

• Cardiac Medication: Angina & Nitroglycerin (copy 1), 1980, WRAMC TV, 6:12, 3/4" 
videotape 

• Cardiac Medication: Antiarrhythmic Drugs (copy 1), 1980, WRAMC TV, 4:43, 3/4" 
videotape 

• Cardiac Medication: Coumadin (copy 1), 1980, WRAMC TV, 5:28, 3/4" videotape 

• Cardiac Medication: Diuretics, 1980, WRAMC TV, 5:27, 3/4" videotape 

• Cardiac Medications (copy 2), 1980, WRAMC TV, 55:00, 3/4" videotape 

• Carrier Detection in the Hemophilias, 1980, WRAMC TV, 3/4" videotape 

• Chromosomal Abnormalities and Leukemia, 1980, WRAMC TV, 45:00, 3/4" videotape 

• Clefting Syndromes of the Head and Neck, Part 1, 1980, WRAMC TV, 3/4" videotape 

• Clefting Syndromes of the Head and Neck, Part 2, 1980, WRAMC TV, 3/4" videotape 

• Clinical Management of Rheumatoid Arthritis: Maintaining the Balance, 1980, NCME, 
3/4" videotape 

• Clinical Pathology in Laboratory Animal Medicine, 1980, WRAMC TV, 55:00 

• Clinical Pathology in Lab Animal Medicine, Dr. Taskar, 1980, WRAMC TV, 1/2" videotape 

• Clinical Record : Completing the SF 511, 1980, Academy of Health Sciences, 23:03, 3/4" 
videotape 

• Common Cardiac Arrhythmias, 1980, NCME, 3/4" videotape 

• Common Childhood Behavioral Disorders, 1980, NCME, 3/4" videotape 

• Counting Respirations, 1980, A.H.S, 1:48, 3/4" videotape 

• Disease of Rabbits, 1980, WRAMC TV, 95:00, 1/2" videotape 
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• Disease of Rabbits, 1980, WRAMC TV, 45:00 

Emergency Care for an Eye Injury, 1980, A.H.S, 2:46, 3/4" videotape 

• Enzymology of Lysosomal Storage Diseases, Part 1, 1980, WRAMC TV, 3/4" videotape 

• Enzymology of Lysosomal Storage Diseases, Part 2, 1980, WRAMC TV, 3/4" videotape 
Exercise Testing for Cardiac Function, 1980, NCME, 3/4" videotape 

Extremity Injuries: Arm Sling, 1980, Academy of Health Sciences, 3:11, 3/4" videotape 

• Extremity Injuries: Arm Sling #1, 1980, A.H.S, 3:10, 3/4" videotape 
Eye Irrigation, 1980, Academy of Health Sciences, 5:05, 3/4" videotape 

• Eye: Instilling Drops, 1980, A.H.S, 1:35, 3/4" videotape 

• Genetic Diseases Involving the Eye, Part 1, 1980, WRAMC TV, 3/4" videotape 

• Genetic Diseases Involving the Eye, Part 2, 1980, WRAMC TV, 3/4" videotape 

• Genetics and Pathology of Alpha 1 Antitrypsin Disorders, The, 1980, WRAMC TV, 3/4" 
videotape 

• Genetics and Pathology of Cystic Fibrosis, Part 1, 1980, WRAMC TV, 60:00, 3/4" 
videotape 

• Genetics and Pathology of Cystic Fibrosis, Part 2, 1980, WRAMC TV, 10:00, 3/4" 
videotape 

Giving a Partial Bedbath, 1980, Academy of Health Sciences, 27:27, 3/4" videotape 
Handwashing for Medical Asepsis, 1980, Academy of Health Sciences, 8:27, 3/4" 
videotape 

Hearing Loss: Identifying Treatable Causes, 1980, NCME, 3/4" videotape 

High Risk Pregnancy: Detection and Management, 1980, NCME, 3/4" videotape 

• How to Measure Blood Pressure, 1980, A.H.S, 9:56, 3/4" videotape 

• How to Measure a Radial Pulse, 1980, A.H.S, 3:02, 3/4" videotape 

• Human Genetic Analysis Using Human Somatic Cell Systems, 1980, WRAMC TV, 3/4" 
videotape 

Human Lymphocyte Antigens System and its Genetic Implications, The, 1980, WRAMC 
TV, 3/4" videotape 

Hypoglycemia and Hypothyroidism: Myths, Mishaps, and Misconceptions, 1980, NCME, 
3/4" videotape 

Identification and Treatment of Shock, 1980, Academy of Health Sciences, 7:54, 3/4" 
videotape 

• Infectious Respiratory Disease of Rats and Mice, 1980, WRAMC TV, 45:00 

• Infectious Respiratory Diseases of Rats and Mice, Dr. Lindsey, 1980, WRAMC TV, 1/2" 
videotape 

• Inherited Cystic Diseases of the Kidneys, 1980, WRAMC TV, 40:00, 3/4" videotape 

• Injections: Intradermal, 1980, A.H.S, 3:56, 3/4" videotape 

• Injections: Preparations of Materials, 1980, A.H.S, 12:07, 3/4" videotape 
Injections: Subcutaneous, 1980, A.H.S, 3:45, 3/4" videotape 

• Leukodystrophies Diseases of the White Matter, 1980, WRAMC TV, 50:00, 3/4" 
videotape 
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Making an Occupied Bed, 1980, Academy of Health Sciences, 10:37, 3/4" videotape 
Malignancy #1 in Women Breast Cancer: Management, 1980, NCME, 3/4" videotape 

• Mask to Mouth Resuscitation, 1980, Academy of Health Sciences, 9:06, 3/4" videotape 
Measuring Temperature with a Rectal Thermometer, 1980, A.H.S, 5:57, 3/4" videotape 

• Mendelism, Inheritance Patterns and Their Significance, Part 1, 1980, WRAMC TV, 3/4" 
videotape 

• Mendelism, Inheritance Patterns and Their Significance, Part 2, 1980, WRAMC TV, 3/4" 
videotape 

Microscopic Life and Microscopes / Microscopes and Microscopic Life, 1980, National 
Geographic Society, 35 mm film/audiotape 

• Multiple Congenital Anomaly Syndromes, Non chromosomal, 1980, WRAMC TV, 3/4" 
videotape 

• Neoplasms of Mice, Part I, 1980, WRAMC TV, 60:00 

• Neoplasms of Mice, Part II, 1980, WRAMC TV, 05.00 

• Neoplasms of Rats, Part I, 1980, WRAMC TV, 45:00 

• Neoplasms of Rats, Part II, 1980, WRAMC TV, 45:00 

• Neoplasms of Mice, 1980, WRAMC TV, 65:00, 1/2" videotape 

• Neoplasms of Rats Part II, 1980, WRAMC TV, 45:00, 3/4" videotape 

• Neoplasms of Rats, Dr. Ward, Part 1, 1980, WRAMC TV, 45:00, 1/2" videotape 

• Neoplasms of Rats, Dr. Ward, Part 2, 1980, WRAMC TV, 45:00, 1/2" videotape 

• Nonclefting Syndromes of the Head and Neck, 1980, WRAMC TV, 3/4" videotape 

• Obgyn Lectures, 1980, WRAMC, 37:00, 3/4" videotape 

• Obgyn Lectures, 1980, WRAMC, 39:00, 3/4" videotape 

• Obgyn Lectures, 1980, WRAMC, 42:00, 3/4" videotape 

• Obgyn Lectures, 1980, WRAMC, 50:00, 3/4" videotape 

• Obgyn Lectures, 1980, WRAMC, 55:00, 3/4" videotape 

• Obgyn Lectures, 1980, WRAMC, 54:00, 3/4" videotape 

Occupational Diseases: Steps for Positive Action, 1980, NCME, 3/4" videotape 

• Ophthalmic Pathology Selected Diseases Part 1, 1980, WRAMC TV, 60:00 

• Ophthalmic Pathology Selected Diseases Part II, 1980, WRAMC TV 

• Ophthalmic Pathology Systemic Diseases, Parts 1 and 2, Dr. Trucksai, 1980, WRAMC TV, 
1/2" videotape 

• Oral Temperature, 1980, A.H.S, 5:37, 3/4" videotape 

• PAO (Public Affairs Office) WRAMC (Walter Reed Army Medical Center) Orientation, 
1980, WRAMC TV, 11:45, 3/4" videotape 

• Pathogenetics of Celiac Disease, The, 1980, WRAMC TV, 60:00, 3/4" videotape 

• Pathologist Role in Rodent Quality Control, Part 1, 1980, WRAMC TV, 60:00 

• Pathologist Role in Rodent Quality Control, Part II, 1980, WRAMC TV, 15:00 

• Pathology of Muscular Dystrophy, Part 1, 1980, WRAMC TV, 60:00, 3/4" videotape 

• Pathology of Muscular Dystrophy, Part 2, 1980, WRAMC TV, 10:00, 3/4" videotape 

• Pathology of Some Inherited Cardiovascular Disorders, 1980, WRAMC TV, 40:00, 3/4" 
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videotape 

• Peptic Ulcer Disease, 1980, NCIVIE, 3/4" videotape 

Performing Cardiopulmonary Resuscitation, 1980, Academy of Health Sciences, 7:08, 
3/4" videotape 

Practical Management of Eye Emergencies, 1980, NCME, 3/4" videotape 

• Prenatal Diagnosis of Genetic Diseases, Part 2, 1980, WRAMCTV, 15:00, 3/4" videotape 
Preparing for Transportation a Patient with a Fractured Spine, 1980, Academy of Health 
Sciences, 7:36, 3/4" videotape 

• Primary Care for Sexual Dysfunction, 1980, NCME, 3/4" videotape 

• Provide Initial Treatment for Bunions, 1980, A.H.S, 21:51, 3/4" videotape 

• Psychiatry Grand Rounds, 1980, WRAMC, 18:00, 3/4" videotape 

• Psychiatry Grand Rounds: Alcoholism and the Family, 1980, WRAMC, 25:00, 3/4" 
videotape 

Redressing a Wound with a Sterile Dressing, 1980, Academy of Health Sciences, 6:22, 
3/4" videotape 

• Renal Disease in New World Monkeys, 1980, WRAMC TV, 

Restore Breathing : Open the Airway, 1980, Academy of Health Sciences, 4:33, 3/4" 
videotape 

Restore Breathing: Mouth to Mouth Resuscitation, 1980, Academy of Health Sciences, 
5:59, 3/4" videotape 

Restore Breathing: Use if the Oral Pharyngeal Airway, 1980, Academy of Health 
Sciences, 3:07, 3/4" videotape 

• Selected Genodermatoses, 1980, WRAMC TV, 3/4" videotape 

• Selected Hemoglobinopathies, 1980, WRAMC TV, 55:00, 3/4" videotape 

Sex Chromosomal and Heritable Problems of Sexual Differentiation, Part 1, 1980, 
WRAMCTV, 60:00, 3/4" videotape 

Sex Chromosomal and Heritable Problems of Sexual Differentiation, Part 2, 1980, 
WRAMCTV, 20:00, 3/4" videotape 

• Short Stature, Part 1, 1980, WRAMC TV, 3/4" videotape 

• Short Stature, Part 2, 1980, WRAMC TV, 3/4" videotape 

• Specialized Nutritional Support for Patients, 1980, NCME, 3/4" videotape 

• Splinting: Improvised Splint to the Leg, 1980, A.H.S, 8:49, 3/4" videotape 

• Splinting: Multiple Fractures of the Arm, 1980, A.H.S, 8:15, 3/4" videotape 
Splinting: Open Fracture, 1980, Academy of Health Sciences, 10:34, 3/4" videotape 

• Splinting: The Dislocated or Fractured Elbow, 1980, A.H.S, 5:39, 3/4" videotape 

• Splinting: The Pneumatic Splint for the Leg, 1980, A.H.S, 2:57, 3/4" videotape 

• Storage Diseases Affecting the Liver, 1980, WRAMC TV, 3/4" videotape 
Surveying a Casualty, 1980, Academy of Health Sciences, 8:15, 3/4" videotape 

• The 91 Bravo Story, 1980, Academy of Health Sciences, 25:42, 3/4" videotape 

• The Anatomy and Physiology of the Respiratory System, 1980, A.H.S, 26:11, 3/4" 
videotape 
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• The Management of Hemorrhoids, 1980, NCME, 3/4" videotape 

• The Prevention and Care of Recreational Sports Injuries, 1980, NCME, 3/4" videotape 

• The Problem of Preleukemia, 1980, NCME, 3/4" videotape 

• The Thomas Leg Splint, 1980, A.H.S, 18:10, 3/4" videotape 

• The US Field Medical Card, 1980, Academy of Health Sciences, 14:06, 3/4" videotape 

• Treatment for a Traumatic Amputation, 1980, Academy of Health Sciences, 7:54, 3/4" 
videotape 

• Treatment for an Open Chest Wound, 1980, Academy of Health Sciences, 6:06, 3/4" 
videotape 

• Treatment of Heat Injuries, 1980, A.H.S, 8:30, 3/4" videotape 

• Update on Hyperlipidemias, 1980, NCME, 3/4" videotape 

Water Purification, 1980, Academy of Health Sciences, 17:50, 3/4" videotape 

• Welcome Remarks (to AFIP Genetic Pathology Course), 1980, WRAMC TV, 10:00, 3/4" 
videotape 

• Wireladder Splint: The Injured Ankle, 1980, Academy of Health Sciences, 7:19, 3/4" 
videotape 

• Gretchen Worden Show With Special Guest Star David Letterman, 1980s, NBC, 1/2" 
videotape 

• Adolescent Psychiatry: Distinguishing Developmental from Pathological Behavior, 1981, 
NCME, 3/4" videotape 

• An Introduction to Writing Your Will, 1981, JAG, 07:20, 3/4" videotape 

• Avian Diseases Copy, 1981, WRAMC TV, 60:00 

• Avian Diseases Master, 1981, WRAMC TV, 60:00 

• Benign Breast Disorders, 1981, NCME, 3/4" videotape 

• Canine Encephalitozoonosis, 1981, WRAMC TV, 45:00, 3/4" videotape 

• Canine Encephalitozoonosis, Dr. Van Dellen, 1981, WRAMC TV, 45:00, 1/2" videotape 

• Canine Encephalitozoonosis, 1981, WRAMC TV, 45:00, 

Cardiac Invasive Studies: Applying the Technology, 1981, NCME, 3/4" videotape 

• Common NBC Defense Tasks, 1981, A.H.S, 53:02, 3/4" videotape 
Cutaneous Manifestations of Systemic Disease, 1981, NCME, 3/4" videotape 

• Disease of Rabbits, Master, 1981, WRAMC TV, 50:00, 

• Division Level Medical Support, 1981, A.H.S, 60:04, 3/4" videotape 

• Drug Interactions in Clinical Practice, 1981, NCME, 3/4" videotape 

• Drugs in Pregnancy: Minimizing the Risk, 1981, NCME, 3/4" videotape 

• Dying Patient, 1981, NCME, 3/4" videotape 

• Dysfunctional Uterine Bleeding, 1981, NCME, 3/4" videotape 

• Emergency Care of Cold Injuries, 1981, A.H.S, 02:47, 3/4" videotape 

• Exhum, 1981, 63:00, 1/2" videotape 

• Female Uniform Update, 1981, A.H.S, 59:46, 3/4" videotape 

• Fever of Unknown Origin, 1981, NCME, 3/4" videotape 

• Fluid Balance in the Burn Patient, 1981, WRAMC TV, 57:00, 3/4" videotape 
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• Gas Should Be a Four Letter Word, 1981, A.H.S, 60:00, 3/4" videotape 

• Heart Failure in Myocardial Infarction, 1981, NCME, 3/4" videotape 

• Heat Injuries, 1981, A.H.S, 60:00, 3/4" videotape 

• Heat Injuries, 1981, A.H.S., 60:00, 3/4" videotape 

• Hypersensitivity Pneumonitis, 1981, NCME, 3/4" videotape 

• Immunopathology 1, 1981, WRAMC TV, 59:00 

• Immunopathology 2, 1981, WRAMC TV, 54:00 

• Immunopathology, Part I and II, Dr. Banks, 1981, WRAMC TV, 113:0, 1/2" videotape 

• Lithium: Its Use in Depression, 1981, NCME, 3/4" videotape 

• Lymphadenopathy: The Palpable Indicator, 1981, NCME, 3/4" videotape 

• Male Uniform Update, 1981, A.H.S., 60:00, 3/4" videotape 

Managing Diarrhea and Dehydration in Infants, 1981, NCME, 3/4" videotape 

• Mass Casualty Intro. & Make Up, 1981, WRAMC, 40;00, 3/4" videotape 

• Medical Support Theater of Operations, 1981, Academy of Health Sciences, 15:02, 3/4" 
videotape 

• Mitral Valve Prolapse Syndrome, 1981, NCME, 3/4" videotape 

• New Diagnostic Images: Which When Why, 1981, NCME, 3/4" videotape 

• Occult Gl Bleeding: Detection and Diagnosis, 1981, NCME, 3/4" videotape 

• Occular Toxicities of Systemic Drugs, 1981, NCME, 3/4" videotape 

• Office Management of Tuberculosis, 1981, NCME, 3/4" videotape 

• Office Orthopedics: Common Problems, 1981, NCME, 3/4" videotape 

• Operator Maintenance of the M2 Burner Units, 1981, A.H.S, 50:00, 3/4" videotape 

• Orientation To Intravenous Infusion Pumps, An, 1981, WRAMC TV, 19:00, 1/2" 
videotape 

• Over 70: An Aggressive Approach to Medical Management, 1981, NCME, 3/4" videotape 

• Pathology of Experimental Fish, Master, 1981, WRAMC TV, 60:00 

• Pathology of Gastrointestinal Disease of Nonhuman Primates, 1981, WRAMC TV 

• Pathology of Experimental Fish, 1981, WRAMC TV, 60:00, 3/4" videotape 

• Pathology of Experimental Fish, Part 1, 1981, WRAMC TV, 60:00, 1/2" videotape 

• Pathology of Experimental Fish, Part 2, 1981, WRAMC TV, 60:00, 1/2" videotape 

• Pediatric Infections:, Clinical Challenges, 1981, NCME, 3/4" videotape 

• Pitching of the GP Small and Medium Tent, 1981, A.H.S., 58:07, 3/4" videotape 

• Psychiatry Grand Rounds: Update on Military Forensic Psychiatry, 1981, WRAMC, 27:00, 
3/4" videotape 

• SQT Preparation91p The SQT Notice, 1981, Academy of Health Sciences, 59:57, 3/4" 
videotape 

• Selected Diseases of Zoo Birds and Mammals, Master, 1981, WRAMC TV, 60:00 

• Selected Skin Disease of Laboratory Animals, 1981, WRAMC TV 

• Selected Skin Disease of Laboratory Animals, Dr. Stedham, 1981, WRAMC TV, 1/2" 
videotape 

Shock: Hypovolemic, Cardiogenic, Septic, 1981, NCME, 3/4" videotape 
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Soldier's Television Magazine Military Academy Prep School, Special Forces, 1981, 
Soldiers TV Magazine, 28:20, 3/4" videotape 

Spontaneous and Degenerative Nonneoplastic Lesions of the Rat, 1981, WRAMC TV, 
60:00, 

Spontaneous and Degenerative Non Neoplastic Lesions of the Rat, 1981, WRAMC TV, 
60:00, 1/2" videotape 

Studio B: Army Physical Readiness Program, 1981, US Army Academy of the Health 
Sciences, 59:58, 3/4" videotape 

• Studio B: EFMB & the Soldier Medic, 1981, US Army Academy of the Health Sciences, 
59:59, 3/4" videotape 

• Studio B: SQT (Skill Qualification Test) & the Soldier Medic An Update, 1981, Academy of 
the Health Sciences, 60:00, 3/4" videotape 

• TIA, Progressing Stroke, and Stroke: Recognition and Response, 1981, NCME, 3/4" 
videotape 

• The Field Medical Card, 1981, Academy of Health Sciences, 34:42, 3/4" videotape 

• The Natural Course of Childhood Depression, 1981, WRAMC, 65:00, 3/4" videotape 

• Training Management in TDA Medical Units, 1981, Academy of Health Sciences, 19:04, 
3/4" videotape 

• Treatment of Heat Injuries, 1981, Academy of Health Sciences, 08:30, 3/4" videotape 

• Water Purification, 1981, A.H.S, 17:50, 3/4" videotape 

• Your Patient Is On l&O, 1981, Academy of the Health Sciences, 59:47, 3/4" videotape 

• 1982 WRAMC Intern/Resident/Fellows Graduation Exercise, Part 1 (copy 1), 1982, 
WRAMC TV, 60:00, 3/4" videotape 

• 1982 WRAMC Intern/Resident/Fellows Graduation Exercise, Part 1 (copy 2), 1982, 
WRAMC TV, 60:00, 3/4" videotape 

• Accident Tape 1, Autopsy, 1982, 18:00 

• Accident Tape 1, Fingerprinting, Dental X Rays, Dental Exam, Monitoring Radiation, 1982 

• Acute Pancreatitis, 1982, NCME, 3/4" videotape 

• Administering Oral Medicine, 1982, A.H.S, 13:52, 3/4" videotape 

• An Introduction to Powers of Attorney, 1982, JAG, 07:47, 3/4" videotape 

• An Introduction to Soldiers' and Sailors' Civil Relief Act, 1982, JAG, 06:45, 3/4" videotape 

• Anatomy of a Worm, 1982, WRAMC TV, 55 :00, 

• Anthropod Borne Encephalitis, 1982, A.H.S, 16:43, 3/4" videotape 

• Antibiotic Sensitivity Testing Disc Method, 1982, A.H.S, 14:43, 3/4" videotape 

• Antibiotic Sensitivity Testing Tube Method, 1982, A.H.S, 14:43, 3/4" videotape 

• Applications of Plaster Casts, 1982, A.H.S, 14:23, 3/4" videotape 

• Assessing the Patient's Needs, 1982, A.H.S, 27:32, 3/4" videotape 

• Autoimmune Diseases, 1982, WRAMC TV, 56:00 

Bacterial Examination of Water Membrane FilterTechnique, 1982, Academy of Health 
Sciences, 10:59, 3/4" videotape 

• Ballistics Test, Copy, 1982, 40:00 
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• Basic Aseptic Techniques, 1982, A.H.S, 11:36, 3/4" videotape 

• Basic Immunologic Injury, 1982, WRAMCTV, 40:00 

Basic Principles of Arthropod Surveys Part 1, 1982, Academy of Health Sciences, 12:00, 
3/4" videotape 

Biological Response Modifiers in Cancer Treatment, 1982, NCME, 3/4" videotape 

• Biology & Control of Rodents, 1982, A.H.S, 23:47, 3/4" videotape 

Biomedical Equipment Training and Maintenance, 1982, The United States Army, 20:00, 
3/4" videotape 

• Blood Culture Procedures, 1982, A.H.S, 10:27, 3/4" videotape 

• Blood Donation, 1982, A.H.S, 29:00, 3/4" videotape 

• Blood Urea Nitrogen Procedure, 1982, A.H.S, 16:47, 3/4" videotape 

• Bone Marrow Aspiration, 1982, A.H.S, 24:58, 3/4" videotape 

Cancer Chemotherapy: The Reach for a Cure, 1982, NCME, 3/4" videotape 
Capillary Puncture, 1982, Academy of Health Sciences, 8:30, 3/4" videotape 
Cardiopulmonary Resuscitation Kit, 1982, A.H.S, 9:30, 3/4" videotape 
Cardiopulmonary Resuscitation Kit, 1982, Academy of Health Sciences, 9:30, 3/4" 
videotape 

Case Conference #3 Paranoia Schizophrenic, 1982, Academy of Health Sciences, 
14:00, 

3/4" videotape 

Case Conference: Paranoid Personality, 1982, Academy of Health Sciences, 11:57, 3/4" 
videotape 

Case Conference: #2 Depression, 1982, Academy of Health Sciences, 11:34, 3/4" 
videotape 

Chick Embryo Inoculation, 1982, Academy of Health Sciences, 27:00, 3/4" videotape 

• Clinical Analysis of Gait Component: Hip Motion Examoles, 1982, A.H.S, 10:33, 3/4" 
videotape 

• Clinical Analysis of Gait Component: Ankle Foot Action, 1982, A.H.S, 21:09, 3/4" 
videotape 

Clinical Analysis of Gait Component: Anterior Pelvic Tilt Examples, 1982, A.H.S, 8:12, 
3/4" videotape 

• Clinical Analysis of Gait Component: Knee Motion Examples, 1982, A.H.S, 16:42, 3/4" 
videotape 

• Clinical Analysis of Gait Component: Lateral Pelvic Tilt, 1982, A.H.S, 9:37, 3/4" videotape 

• Clinical Analysis of Gait Components: M P Motion Examples, 1982, A.H.S, 7:09, 3/4" 
videotape 

• Clinical Pathology Selected Entities, Part 2, 1982, WRAMC TV, 60:00, 

• Clinical Pathology Selected Entities, Part I, 1982, WRAMC TV, 58:00, 

Clinical analysis of Gait Component: Pelvic Rotation Examples, 1982, A.H.S, 6:51, 3/4" 
videotape 

Commercial Cattle Slaughtering, 1982, Academy of Health Sciences, 16:45, 3/4" 
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videotape 

• Comparative Ophthalmic Pathology, Part 1, Dr. Wilcox, 1982, WRAMC TV, 120:0, 1/2" 
videotape 

Countertransference Conference, 1982, 3/4" videotape 

• Diagnosis of Rabies in Animals, 1982, A.H.S, 30:03, 3/4" videotape 

• Do You Have A Handle On Your Mopp?, 1982, A.H.S, 59:09, 3/4" videotape 

• EFMB & The Soldier Medic, 1982, A.H.S, 59:59, 3/4" videotape 

• Endodontic Access, 1982, WRAMC TV, 59:00, 3/4" videotape 

• Endodontic Obturation, 1982, WRAMC TV, 63:00, 3/4" videotape 

• Endodontic Surgery, Part 1, 1982, WRAMC TV, 61:00, 3/4" videotape 

• Endodontic Surgery, Part 2, 1982, WRAMC TV, 56:00, 3/4" videotape 

• Field Dental Equipment, 1982, A.H.S, 57:29, 3/4" videotape 

Flame Emission Photometry, 1982, Academy of Health Sciences, 19:58, 3/4" videotape 
Formalin Ether Concentration, 1982, Academy of Health Sciences, 11:49, 3/4" videotape 

• Fresh Fruits & Vegetables Inspecting for Defects: Grapes, 1982, A.H.S, 12:08, 3/4" 
videotape 

• Frozen Section, 1982, A.H.S, 9:55, 3/4" videotape 

• Hoist Mission, 1982, A.H.S, 14:18, 3/4" videotape 

Hospital President's Forum: Allocating Resources Rationing or Bankruptcy, Part 1, 1982, 
WRAMC TV, 56:00, 3/4" videotape 

Hospital President's Forum: Allocating Resources Rationing or Bankruptcy, Part 2, 1982, 
WRAMC TV, 47:00, 3/4" videotape 

Hospital Unit Dose System, 1982, Academy of Health Sciences, 22:56, 3/4" videotape 
Hypertension Management in Perspective, 1982, NCME, 3/4" videotape 

• Identification of Metazoan Parasites in Tissue Section, Reel 1, 1982, WRAMC TV, 54:00, 

• Identification of Metazoan Parasites in Tissue Section, Reel 2, 1982, WRAMC TV, 54:00, 
Identification of Common Gait Deviations Sec VI, 1982, A.H.S, 28:26, 3/4" videotape 
Identification of Common Gait Deviations Sec. V, 1982, Academy of Health Sciences, 
25:17, 3/4" videotape 

Identification of Common Gait Deviations Section 1, 1982, A.H.S, 29:93, 3/4" videotape 

• Identification of Common Gait Deviations Section 2, 1982, A.H.S, 18:41, 3/4" videotape 

• Incident on Ward 14B, 1982, A.H.S, 14:08, 3/4" videotape 

Individual Learning Resources at AHS, 1982, Academy of Health Sciences, 14:03, 3/4" 
videotape 

Inflammatory Bowel Disease: Clinical Features and Prognosis for Patients, 1982, NCME, 
3/4" videotape 

Integrated Warfare Defense, 1982, Academy of Health Sciences, 60:00, 3/4" videotape 
International Skills Open Ended Questions, 1982, Academy of Health Sciences, 7:08, 3/4" 
videotape 

• Interpersonal Skills Attending Behaviors, 1982, A.H.S, 12:47, 3/4" videotape 

• Interpersonal Skills Minimal Encourages to Tall, 1982, A.H.S, 4:47, 3/4" videotape 
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• Interpretation of Kligler Iron Agar, 1982, A.H.S, 5:52, 3/4" videotape 

• Introduction to Basic Concepts, 1982, A.H.S, 12:50, 3/4" videotape 

• Introduction to Cancer / The Family's Perspective on Cancer, 1982, WRAMC TV, 41:00, 
3/4" videotape 

Isomerism in Organic Compounds, 1982, A.H.S, 24:00, 3/4" videotape 

• Leptospirosis, 1982, A.H.S, 14:57, 3/4" videotape 

• Lung Cancer: The Shared Responsibility, 1982, NCME, 3/4" videotape 

Making an Occupied Bed, 1982, Academy of Health Sciences, 14:08, 3/4" videotape 

• Management of Tooth Perforation, 1982, WRAMC TV, 39:00, 3/4" videotape 

• Management of the Bad Trip, 1982, A.H.S, 27:19, 3/4" videotape 

• Manometric C02 Determination by Natelson Microgasometer, 1982, A.H.S, 22:35, 3/4" 
videotape 

• Medical Material Storage Techniques, 1982, A.H.S, 29:27, 3/4" videotape 

• Microhematocrit Determination, 1982, A.H.S, 6:07, 3/4" videotape 
Microscopic Examination of Urine Specimens, 1982, A.H.S, 27:21, 3/4" videotape 

• Military Map Reading, 1982, A.H.S, 50:01, 3/4" videotape 

Monthly Analysis of IPDS (Individual Patient Data System) Submission Reports, 1982, 
Academy of the Health Sciences, 21:07, 3/4" videotape 
Morgue Raw Footage, Greenwood Township, 1982, 16:00 

• Needle Penetration of Rubber Stoppers, 1982, A.H.S, 6:51, 3/4" videotape 

• Nose & Sinus Clinical Procedures, PT 2 Nasal Fractures, 1982, A.H.S, 10:21, 3/4" 
videotape 

Nose & Sinus Clinical PT I sinus Irrigation, 1982, Academy of Health Sciences, 
12:47, 3/4" videotape 

Nursing Care of Patients with Colon Stomas, 1982, Academy of Health Sciences, 21:39, 
3/4" videotape 

• Nursing Grand Rounds: A Chance to Live: Dialysis, 1982, WRAMC TV, 60:00, 3/4" 
videotape 

• Observation of the Patient, 1982, Academy of Health Sciences, 14:19, 3/4" videotape 

• Occupational Hazards in Hospitals, 1982, NCME, 3/4" videotape 
Ointments: Basic Compounds Techniques, 1982, A.H.S, 9:50, 3/4" videotape 
Operating Room Procedures Functions of the Operating Room Table, 1982, A.H.S, 5:24, 
3/4" videotape 

• Operating Room Procedures: Duties of the Scrub & Circulator, 1982, A.H.S, 51:31, 3/4" 
videotape 

Operation & Care of the Alsop Mixer/ Filter Unit, 1982, Academy of Health Sciences, 
16:05, 3/4" videotape 

• Operation & Care of the Blender and Stirrers, 1982, A.H.S, 6:40, 3/4" videotape 
Operation & Care of the Mixer/Kneader Agitator Units, 1982, Academy of Health 
Sciences, 8:16, 3/4" videotape 

Operation & Care of the Monogenizer, 1982, Academy of Health Sciences, 9:45, 3/4" 
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videotape 

• Operation & Care of the Ointment IVIill, 1982, Academy of Health Sciences, 10:22, 3/4" 
videotape 

Operation & Care of the Vacuum Pump with Filtering Apparatus #3SF Bottle Filler, 1982, 
Academy of Health Sciences, 8:44, 3/4" videotape 

• Oral Clues to Local and Systemic Diseases, 1982, NCME, 3/4" videotape 

• Organic Chemistry, 1982, A.H.S, 6:00, 3/4" videotape 

• Osteology of the Pelvic Bone, 1982, A.H.S, 17:00, 3/4" videotape 

Patient Transfer Techniques, "Patients with Neurologic Impairment," 1982, A.H.S, 16:26, 
3/4" videotape 

• Patients Food Delivery System, 1982, A.H.S, 7:04, 3/4" videotape 

Pharmaceutical Solutions, PT 2, 1982, Academy of Health Sciences, 9:57, 3/4" videotape 

• Pharmaceutical Solutions, PT I, 1982, A.H.S, 9:00, 3/4" videotape 

• Pharmaceutical Weights & Measures, 1982, A.H.S, 12:51, 3/4" videotape 

• Polymyalgia Rheumatica and Giant Cell Arteritis, 1982, NCME, 3/4" videotape 

• Post Coronary Unit Dysrhythmias Part 1, 1982, NCME, 3/4" videotape 

• Postmortem Inspection Procedures & Techniques for Beef, 1982, A.H.S, 19:30, 3/4" 
videotape 

• Preparation of Teased Mounts & Slides Culture, 1982, A.H.S, 12:45, 3/4" videotape 

• Preparing Pharmaceutical Ointments PT 2, 1982, A.H.S, 9:59, 3/4" videotape 

• Preparing Microscopic Slides for Shipping, 1982, A.H.S, 15:00, 3/4" videotape 

• Preparing Pharmaceutical Elixirs, 1982, A.H.S, 14:27, 3/4" videotape 
Preparing Pharmaceutical Emulsions, 1982, A.H.S, 7:56, 3/4" videotape 
Preparing Pharmaceutical Lotions, 1982, A.H.S, 6:48, 3/4" videotape 

• Preparing Pharmaceutical Ointments PT 1, 1982, A.H.S, 7:55, 3/4" videotape 

• Preparing Pharmaceutical Ointments PT 3, 1982, A.H.S, 8:30, 3/4" videotape 

• Preparing Pharmaceutical Powders & Capsules, 1982, A.H.S, 11:57, 3/4" videotape 
Preparing Pharmaceutical Spirits, Tinctures & Liniments, 1982, A.H.S, 9:23, 3/4" 
videotape 

• Preparing Pharmaceutical Suppositories, 1982, A.H.S, 13:36, 3/4" videotape 
Preparing Pharmaceutical Suspensions, Mixtures & Magmas, 1982, A.H.S, 12:25, 3/4" 
videotape 

• Preparing Pharmaceutical Syrups, 1982, A.H.S, 6:33, 3/4" videotape 

• Preparing Pharmaceutical Waters, 1982, A.H.S, 9:11, 3/4" videotape 

• Prevention of Heat Injury, 1982, A.H.S, 20:00, 3/4" videotape 

• Pri Team Nursing with No Dr Interview, 1982, WRAMC, 7:36, 3/4" videotape 

• Procurement Inspection for Bacon Cured, Part 3, 1982, A.H.S, 21:57, 3/4" videotape 

• Procurement Inspection of Beef Roasts & Steaks, Part 2 in Process Examination of Hind 
Quarter, 1982, A.H.S, 18:43, 3/4" videotape 

• Procurement Inspection of Beef Roasts & Steaks: Part III in Process Examination of Hind 
Quarters, 1982, A.H.S, 31:50, 3/4" videotape 
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• Procurement Inspection of Ham Canned Cured, Part 1, 1982, A.H.S, 12:05, 3/4" 
videotape 

• Procurement Inspection of Ham Canned Cured, Part 2, 1982, A.H.S, 17:25, 3/4" 
videotape 

Psychiatry Grand Rounds: Hyperactivity Diagnosis Treatment and Outcome, 1982, 
WRAMC, 61:00, 3/4" videotape 

• Quality Control Procedures in Bulk Drug Manufacturing, 1982, A.H.S, 15:06, 3/4" 
videotape 

• Radiation Accidents: Are You Prepared, 1982, NCME, 3/4" videotape 

• Recent Advances in the Understanding of Pain, Part 1, 1982, WRAMC TV, 60:00, 3/4" 
videotape 

• Recent Advances in the Understanding of Pain, Part 2, 1982, WRAMC TV, 33:00, 3/4" 
videotape 

• Resuscitation in the OR, 1982, A.H.S, 12:48, 3/4" videotape 

• Review of Spectrophotometry, 1982, A.H.S, 8:35, 3/4" videotape 

• Routine Blood Chemistries: Pitfalls and Interpretations, 1982, NCME, 3/4" videotape 

• Safe Use of Defibrillators, 1982, A.H.S, 17:12, 3/4" videotape 

• Serum Bilirubin Determination, 1982, A.H.S, 11:09, 3/4" videotape 

• Splinting Lower Extremities, 1982, A.H.S, 13:26, 3/4" videotape 

• Staff as Caretakers, 1982, WRAMC TV, 40:00, 3/4" videotape 

• Staining Malaria Smears, 1982, Academy of Health Sciences, 12:56, 3/4" videotape 

• Streaking for Isolation, 1982, Academy of Health Sciences, 15:08, 3/4" videotape 

• Studio B: Introduction to Army Aviation, 1982, US Army Academy of the Health Sciences, 
59:22, 3/4" videotape 

• Surface Sampling for Microorganisms, 1982, A.H.S, 4:11, 3/4" videotape 

• Surface Sampling for Microorganisms, 1982, A.H.S, 7:33, 3/4" videotape 

• TSI: Inoculation & Interpretation, 1982, A.H.S, 8:21, 3/4" videotape 

• Technique of Patient Transfer, 1982, A.H.S, 18:13, 3/4" videotape 

• The 91 Bravo Story, 1982, A.H.S, 25:42, 3/4" videotape 

• The Chloridometer, 1982, A.H.S, 19:50, 3/4" videotape 

• The Clinical Spectrum of Vasculitis, 1982, NCME, 3/4" videotape 

• The Distant Drummer A Movable Scene, 1982, A.H.S, 21:57, 3/4" videotape 

• The Distant Drummer Flowers of Darkness, 1982, A.H.S, 21:52, 3/4" videotape 

• The Field Medical Card, 1982, A.H.S, 34:42, 3/4" videotape 

• The Gram Stain, 1982, Academy of Health Sciences, 13:44, 3/4" videotape 

• The Prothrombin, 1982, A.H.S, 29:44, 3/4" videotape 

• The Technique of Patient Transfer, Patients with Ortho Impairments, 1982, Academy of 
Health Sciences, 22:14, 3/4" videotape 

• The Therapeutic Community in the Treatment of Drug Abuse, 1982, A.H.S, 24:46, 3/4" 
videotape 

• The Venipuncture, 1982, Academy of Health Sciences, 10:00, 3/4" videotape 
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• Therapeutic Application of IVIessage, 1982, A.H.S, 11:16, 3/4" videotape 

• Thromboplastin Generation Time (TGT) Test, 1982, Academy of Health Sciences, 30;34, 
3/4" videotape 

• Titrimetric C02 Determination, 1982, Academy of Health Sciences, 12:41, 3/4" 
videotape 

• Tonometry, 1982, Academy of Health Sciences, 16:08, 3/4" videotape 

• Tonsillectomy & Adenoidectomy, 1982, Academy of Health Sciences, 12:40, 3/4" 
videotape 

• Toxic Shock Update, 1982, NCME, 3/4" videotape 

• Ultraviolet Spectrophotometry & it's Use in Barbiturate Analysis, 1982, A.H.S, 20:17, 
3/4" videotape 

• Understanding the Narcotic Addict, 1982, Academy of Health Sciences, 24"46, 3/4" 
videotape 

Update on Aging: The Clinical Implications of Basic Change, 1982, NCME, 3/4" videotape 

• Use of Laboratory Animals in Identification of Rickettsial Agents, 1982, A.H.S, 24:34, 3/4" 
videotape 

Use of Viavac TM Unit in Preparing Intravenous Additive Solutions, 1982, A.H.S, 5:07, 
3/4" videotape 

• Van Slyke Volumetric C02, 1982, Academy of Health Sciences, 18:58, 3/4" videotape 

• Venomous Animals: Anthropods, 1982, A.H.S, 32:40, 3/4" videotape 

• Venomous Animals: Snakes, 1982, A.H.S, 28:39, 3/4" videotape 

• Veterinary Standards of Conduct, 1982, Academy of Health Sciences, 7:34, 3/4" 
videotape 

• Visual Fields, Part I Perimeter, 1982, Academy of Health Sciences, 10:03, 3/4" videotape 

• Visual Fields, Part II Tangent Screen & Auto Plot, 1982, Academy of Health Sciences, 
11:17, 3/4" videotape 

• Volumetric Glassware: Pipets, 1982, A.H.S, 15:54, 3/4" videotape 

• WRAMC 1982 Graduation Band Segments, 1982, WRAMC TV, 29:00, 3/4" videotape 
Water Sampling Techniques, 1982, Academy of Health Sciences, 33:03, 3/4" videotape 

• Waterfoods: In Process Inspection, 1982, A.H.S, 12:56, 3/4" videotape 

• Waterfoods: Pre Award Inspection, 1982, A.H.S, 18:28, 3/4" videotape 

White Blood Cell Differential Count Practical Exercise #3, 1982, Academy of Health 
Sciences, 14:09, 3/4" videotape 

• White Blood Cell Differential Count Practical Exercise #4, 1982, Academy of Health 
Sciences, 16:20, 3/4" videotape 

White Blood Cell Differential Court Practical Exercise #2, 1982, Academy of Health 
Sciences, 13:21, 3/4" videotape 

• Withdrawal of Ampul Contents, 1982, A.H.S, 4:36, 3/4" videotape 
[Thermography], 1982, Inframetrics, 3/4" videotape 
Diagnostic Imaging Fundamentals, 1982 ?, 09:00 

Diagnostic Imaging Fundamentals, 1982 ?, 60:00 
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• 1983 WRAMC Intem/Resident/Fellows Graduation, Part 1, 1983, WRAMCTV, 61:00, 
3/4" videotape 

• 1983 WRAMC Intern/Resident/Fellows Graduation, Part 2, 1983, WRAMC TV, 40:00, 
3/4" videotape 

• Adjunctive Tooth Movement, 1983, WRAMC TV, 56:00, 3/4" videotape 

• Approaches to the Problem of Drug Abuse, 1983, Academy of Health Sciences, 31:57, 
3/4" videotape 

• Autoimmune Anti Receptor Diseases, Dr. Pestronk, 1983, WRAMC TV, 50:00, 1/2" 
videotape 

• Autoimmune Anti Receptor Diseases, 1983, WRAMC TV, 50:00 

• CHAMPUS (Civilian Health and Medical Program of the Uniformed Services), 1983, 
WRAMCTV, 18:00, 3/4" videotape 

Child Restraints, 1983, 03:00, 16mm comp color pos 

Consumer Information Series: The Cost of Credit, 1983, JAG, 11:05, 3/4" videotape 

• Control Surface Injuries, 1983, WRAMC TV, 52:00 

• Crash Survivability 1, 1983, WRAMC TV, 41:00 

• Crash Survivability II, 1983, WRAMCTV, 40:00 

• Dental Identification, 1983, WRAMC TV, 35:00 

• Dr. Lewis C. Robbins, 1983, Meyer, Julie, 1/2" videotape 

• Ejection Seat Injuries, 1983, WRAMCTV, 47:00 

Functional Behavior of Lymphocytes and Macrophages in the Immune System, Reel 1, 
1983, WRAMCTV, 61:00 

Functional Behavior of Lymphocytes and Macrophages in the Immune System, Reel 2, 
1983, WRAMCTV, 14:00 

Fungicide Induced Toxic Epidermal Necrolysis, 1983, 41:00, 3/4" videotape 

• Human Factors in A/C Accident Investigation, 1983, WRAMCTV, 54:00 

• Human Tolerances 1, 1983, WRAMC TV, 43:00 

• Human Tolerances II, 1983, WRAMC TV, 39:00 
Hyperbaric Medicine in the United States Air Force, 1983 

• Identification, 1983, WRAMC TV, 44:00 

• Identification of Skeletal Remains, 1983, WRAMCTV, 52:00 

• Immunopathology, 1983, WRAMC TV, 52:00 

• Immunopathology, 1983, WRAMC TV, 62:00 

• Immunopathology, Part 1, 1983, WRAMC TV, 62:00 

• Improved Endodontic Access for Maxillary Molars, 1983, WRAMCTV, 5:41, 3/4" 
videotape 

• Injury Analysis, 1983, WRAMCTV, 49:00 

• Interview for Neurology Drug Study. Patricia Pruett., 1983, WRAMC, 3/4" 

• Maintenance Therapy, Part 1, 1983, WRAMC TV, 60:00, 3/4" videotape 

• Mechanisms of Tissue Injury in Hypersensitivity, 1983, WRAMC TV, 59:00 

• Mechanisms of Tissue Injury in Hypersensitivity, Dr. Lewis, 1983, WRAMC TV, 59:00, 
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1/2" videotape 

• Nature of the Wound: Causative Agents, Ballistics, The, 1983, WRAMC TV, 51:00, 3/4" 
videotape 

• Neurology Patient Study (copy 1), 1983, WRAMC / Audio Visual Support Center (Fort 
Benning, GA), 7:00, 3/4" color 

• Neurology Patient Study (copy 2), 1983, WRAMC / Audio Visual Support Center (Fort 
Benning, GA), 7:00, 3/4" color 

• Non Neoplastic Disease of the Bone Marrow, 1983, WRAMC TV, 57:00 

• Non Neoplastic Disease of the Bone Marrow, Dr. Koceba, 1983, WRAMC TV, 57:00, 1/2" 
videotape 

• Non Neoplastic Disease of the Bone Marrow, Dr. Koceba, 1983, WRAMC TV, 61:00, 1/2" 
videotape 

• Non Neoplastic Diseases of the Bone Marrow, Part 1, 1983, WRAMC TV, 61:00 

• Non Neoplastic Diseases of the Bone Marrow, Part 2, 1983, WRAMC TV, 57:00 

• Non Neoplastic Diseases of the Bone Marrow, Part 1 and 2, 1983, WRAMC TV, 118:0, 
1/2" videotape 

• Non neoplastic Diseases of the Bone Marrow, 1983, WRAMC TV, 57:00 

• Non neoplastic Diseases of the Bone Marrow, 1983, WRAMC TV, 61:00 

• Organization in Mass Disasters/Air Florida, 1983, WRAMC TV, 32:00 

• PEBLO (Physical Evaluation Board Liaison Officer), 1983, WRAMC TV, 12:00, 3/4" 
videotape 

• Pathologist's Role in Accident Investigation, 1983, WRAMC TV, 37:00 

• Pemphigus/Pemphigoid, 1983, WRAMC TV, 42:00 

• Pemphigus/Pemphigoid, 1983, WRAMC TV, 42:00, 3/4" videotape 

• Pemphigus/Pemphigoid, Dr. Lewis, 1983, WRAMC TV, 42:00, 1/2" videotape 

• Photography and Aircraft Accident Investigation, 1983, WRAMC TV, 47:00 

Post Operative Care (Rehabilitation) Following Flexor Tendon Repair LTC Linwood J. 
Thomes, 1983, WRAMC TV, VHS videotape 

• Pre Existing Disease in Aircraft Victims, 1983, WRAMC TV, 45:00 

• Psychiatry Grand Rounds, 1983, WRAMC, 60:00, 3/4" videotape 

• Psychiatry Grand Rounds : The Management of Stress, 1983, WRAMC, 73:00, 3/4" 
videotape 

• Psychiatry Grand Rounds: Attention Deficit Disorders, 1983, WRAMC, 61:00, 3/4" 
videotape 

• Psychiatry Grand Rounds: Attention Deficit Disorders A New Look, 1983, WRAMC, 
23:00, 

3/4" videotape 

• Psychiatry Grand Rounds: Child Abuse and Neglect, 1983, WRAMC, 75:00, 3/4" 
videotape 

• Psychiatry Grand Rounds: Children of War, 1983, WRAMC, 60:00, 3/4" videotape 
Psychiatry Grand Rounds: Confrontation of Denial in the Alcoholic Patient, 1983, A.H.S, 
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60:00, 3/4" videotape 

• Psychiatry Grand Rounds: Contextual Therapy, 1983, WRAIVIC, 23:00, 3/4" videotape 

• Psychiatry Grand Rounds: Contextual Therapy, 1983, WRAMC, 60:00, 3/4" videotape 
Psychiatry Grand Rounds: Family Art Evaluation and Family Art Therapy, 1983, A.H.S, 
20:00, 3/4" videotape 

Psychiatry Grand Rounds: Family Art Evaluation and Family Art Therapy, 1983, A.H.S, 
60:00, 3/4" videotape 

• Psychiatry Grand Rounds: Post Traumatic Stress Disorder, 1983, WRAMC, 60:00, 3/4" 
videotape 

Psychiatry Grand Rounds: Woodrow Wilson A Medical and Psychological Biography, 
1983, WRAMC TV, 60:00, 3/4" videotape 

Reality Therapy, 1983, Academy of Health Sciences, 50:18, 3/4" videotape 

• Radiologic Aspects of Aircraft Accident Investigation, 1983, WRAMC TV, 46:00, 

• Rheumatoid Arthritis, 1983, WRAMC TV, 28:00, 

• Rheumatoid Arthritis, Dr. Quimby, 1983, WRAMC TV, 28:00, 1/2" videotape 

• Selling Yourself, 1983, 47:00, 3/4" videotape 

Signs & Symptoms of Psychopathology, 1983, Academy of Health Sciences, 19:15, 3/4" 
videotape 

• Situational Stress, PT 1, 1983, Academy of Health Sciences, 18:31, 3/4" videotape 
Splinting: Immobilization of the Neck, 1983, Academy of Health Sciences, 10:45, 3/4" 
videotape 

• Systemic Lupus Erythematosus, 1983, WRAMC TV, 37:00, 1/2" videotape 

• Systemic Lupus Erythematosus, 1983, WRAMC TV, 37:00, 

• Teleconference: M0S91S, 1983, A.H.S, 57:45, 3/4" videotape 

• Terminal Ballistics of Antique and Modern Firearms (copy 1), 1983, AFIP & WRAMC TV, 
20:00, 3/4" videotape 

• Terminal Ballistics of Antique and Modern Firearms (copy 2), 1983, AFIP & WRAMC TV, 
20:00, 3/4" videotape 

• Terminal Ballistics of Antique and Modern Firearms (copy 3), 1983, AFIP & WRAMC TV, 
20:00, 1/2" videotape 

• The Army Physical Readiness Test, 1983, Defense Audiovisual Agency, 20:00, 3/4" 
videotape 

• The Flight Surgeon's Role in A/C Accident Investigation, 1983, WRAMC TV, 49:00, 

• The History of Aviation Pathology, 1983, WRAMC TV, 61:00 

• Trauma To The Central Nervous System, Reel 1, 1983, WRAMC TV, 75:00 

• Trauma To The Central Nervous System, Reel 2, 1983, WRAMC TV, 40:00 

• Treatment for a Protruding Object Wound, 1983, A.H.S, 6:42, 3/4" videotape 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone, Part 2, 1983, WRAMC 
TV, 45:00 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone, Part 3, 1983, WRAMC 
TV, 47:00 
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• Vet Pathology Lecture Series: The Biology and Pathology of Bone, Part 4, 1983, WRAMC 
TV, 53:00 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone, Part 5, 1983, WRAMC 
TV, 52:00 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone, Part 6, 1983, WRAMC 
TV, 50:00 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone, Part 7, 1983, WRAMC 
TV, 49:00 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone, Part 8, 1983, WRAMC 
TV, 26:30 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone Part 1, 1983, WRAMC 
TV, 55:00 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone Part 2, 1983, WRAMC 
TV, 45:00 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone Part 3, 1983, WRAMC 
TV, 47:00 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone Part 4, 1983, WRAMC 
TV, 53:00 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone Part 5, 1983, WRAMC 
TV, 52:00 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone Part 6, 1983, WRAMC 
TV, 50:00 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone Part 7, 1983, WRAMC 
TV, 49:00 

• Vet Pathology Lecture Series: The Biology and Pathology of Bone Part 8, 1983, WRAMC 
TV, 26:30 

• Well Scan Video, 1983, 62:00, 1/2" videotape 

• Wife Abuse, 1983, Academy of the Health Sciences, 28:27, 3/4" videotape 

• Winners, The, 1983, United Way, 10:20, 3/4" videotape 

Introduction to Magnetic Resonance Imaging (reel 1), 1983 ?, 05:00, 3/4" videotape 
Introduction to Magnetic Resonance Imaging (reel 2), 1983 ?, 60:00, 3/4" videotape 

• MRI PART 2, 1983?, 25:00 

• NMR PARTI, 1983?, 17:00 

(Hepatic course by Kamal Ishak), 1984, AFIP, 5 audiotapes 

• 1984 WRAMC Intern/Resident/Fellows Graduation, Part 1, 1984, WRAMC TV, 60:00, 
3/4" videotape 

• 1984 WRAMC Intern/Resident/Fellows Graduation, Part 2, 1984, WRAMCTV, 29:00, 
3/4" videotape 

• Aerospace Pathology: Injury Patterns, 1984, WRAMC TV, 38:54 

Basic Surgical Techniques, 1984, Surgical Film & Videocassette Library, 9:00, 3/4" 
videotape 
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• Bovine and Ovine Diseases, Donald O. Cordes, Tapes 3 and 4, 1984, WRAIVICTV, 1/2" 
videotape 

Broad Spectrum Aerial Photographic Analysis of Aircraft Accident Site, 1984, WRAMC 
TV, 47:20 

• CT (Computerized Tomography) of the Gastrointestinal Tract, 1984, WRAMC TV, 48:50, 
3/4" videotape 

• Equine Diseases, Dr. Rooney, 1984, WRAMC TV, 113:0, 1/2" videotape 

• Facial Pain Management, 1984, WRAMC TV, 46:00, 3/4" videotape 
Gastrointestinal Operations, 1984, Surgical Film & Videocassette Library, 34:00, 3/4" 
videotape 

Genitourinary Operation, 1984, Surgical Film & Videocassette Library, 26:00, 3/4" 
videotape 

Good / Bad Docent Tours. Sunnyside (Sleepy Hollow). Barbara Grease, Spring 1984., 
1984, VHS videotape 

• Host Tissue Response and Clinical Disease Assessment, Part 1, 1984, WRAMC TV, 60:00, 
3/4" videotape 

• Host Tissue Response and Clinical Disease Assessment, Part 2, 1984, WRAMC TV, 58:00, 
3/4" videotape 

• Identification of Animal Protozoans in Histologic Section, Part 1, 1984, WRAMC TV, 
53:00 

• Identification of Animal Protozoans in Histologic Section, Part 2, 1984, WRAMC TV, 
38:30 

• Immunopathology and Infectious Diseases, 1984, WRAMC TV, 42:00 

• Immunopathology and Infectious Diseases, 1984, WRAMC TV, 42:00 

• Immunopathology and Infectious Diseases, 1984, WRAMC TV, 42:00, 1/2" videotape 

• In the Pursuit of Excellence, copy 1, 1984, Walter Reed Army Medical Center, 13:31, 
3/4" videotape 

In the Pursuit of Excellence, copy 2, 1984, Walter Reed Army Medical Center, 13:31, 
3/4" videotape 

• Laboratory Procedures, 1984, WRAMC TV, 56:00, 3/4" videotape 

• Mechanisms of Hypersensitivity, 1984, WRAMC TV, 48:00 

• Mechanisms of Hypersensitivity, 1984, WRAMC TV, 48:00 

• Mechanisms of Hypersensitivity, 1984, WRAMC TV, 48:00, 3/4" videotape 

• Mechanisms of Hypersensitivity, Dr. Slauson, 1984, WRAMC TV, 48:00, 1/2" videotape 

• Neurology Patient Study (Intoxication of Methyl Bromide), 1984, WRAMC / USAIC DPT 
ETV, 11:36, 3/4" color 

• Nonjudicial Punishment, 1984, JAG, 17:33, 3/4" videotape 

• Oral Manifestations of Venereal Disease, 1984, WRAMC TV, 51:00, 3/4" videotape 

• Patient Relations Workshop, Part 1, 1984, WRAMC TV, 15:18, 3/4" videotape 

• Patient Relations Workshop, Part 2, 1984, WRAMC TV, 6:05, 3/4" videotape 

• Principles of Radiologic Interpretation, Part 2, 1984, WRAMC TV, 15:00, 3/4" videotape 
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Psychiatry Grand Rounds, 31 May 84 Art Therapy, 1984, A.H.S, 27:00, 3/4" videotape 

Psychiatry Grand Rounds, 31 IVlay 84 Art Therapy, 1984, A.H.S, 60:00, 3/4" videotape 
Psychiatry Grand Rounds, Cocaine abuse and Implications for Treatment, 1984, WRAMC, 
63:00, 3/4" videotape 

Psychiatry Grand Rounds: 19 April 84 Compulsive Eating Disorders, 1984, A.H.S, 61:00, 
3/4" videotape 

Psychiatry Grand Rounds: 31 May 84 Art Therapy, 1984, A.H.S, 27:00, 3/4" videotape 
Psychiatry Grand Rounds: Alcoholic Organic Brain Disease, 1984, A.H.S., 74:00, 3/4" 
videotape 

Psychiatry Grand Rounds: Attention Deficit Disorder, 1984, WRAMC, 75:00, 3/4" 
videotape 

Psychiatry Grand Rounds: Cocaine Abuse and Implications for Treatment, 1984, 
WRAMC, 63:00, 3/4" videotape 

Psychiatry Grand Rounds: Cocaine Abuse and Implications for Treatment by Mark Gold, 
M.D. (11/8/84), 1984, WRAMC TV, 63:00, 1/2" videotape 
Psychiatry Grand Rounds: Cocaine Abuse and Implications for Treatment, 1984, 
WRAMC, 63:00, 3/4" videotape 

Psychiatry Grand Rounds: Diagnosis and Treatment of Alcohol Withdrawal, 1984, A.H.S, 
21:00, 3/4" videotape 

Psychiatry Grand Rounds: Diagnosis and Treatment of Alcohol Withdrawal, 1984, 
WRAMC, 60:00, 3/4" videotape 

Psychiatry Grand Rounds: Psychophysiological Correlates of Attention Deficit Disorder 
and Learning Disability in Children by Dr. Robin Michael, 1984, WRAMC TV, 40:00, 3/4" 
videotape 

Psychiatry Grand Rounds: Uses and Misuses of Brief Psychotherapy, Part 1, by Dr. Sheila 
Gray, 1984, WRAMC TV, 61:00, 3/4" videotape 

Radiologic Evaluation of the Renal Mass, 1984, WRAMC TV, 50:30, 3/4" videotape 
Recent Developments in Veterinary Pathology Part 1, 1984, WRAMC TV, 60:00 
Recent Developments in Veterinary Pathology Part 2, 1984, WRAMC TV, 52:00 
Recent Developments in Veterinary Pathology, Part 1, 1984, WRAMC TV, 60:00 
Recent Developments in Veterinary Pathology, Part 2, 1984, WRAMC TV, 52:00 
Sixth Annual Aspen Conference on Pediatric Diseases, 1984, AFIP, 17 audiotapes 
Social Security Program for the Disabled, The, 1984, WRAMC TV, 43:00, 3/4" videotape 
Standards of Conduct, 1984, Academy of Health Sciences, 58:42, 3/4" videotape 
Sudden Cardiac Death, 1984, WRAMC TV, 54:00 
Survivor Benefit Plan, 1984, JAG, 21:05, 3/4" videotape 
Sydenham's Chorea, 1984, WRAMC, 12:29, 3/4" 

Teaching and Learning Family Therapy: Agreements and Responsibility, Part 1, 1984, 
WRAMC TV, 46:00, 3/4" videotape 

Teaching and Learning Family Therapy: Agreements and Responsibility, Part 2, 1984, 
WRAMC TV, 37:00, 3/4" videotape 
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• The Gross Morbid Anatomy of Diseases of Animals, Tape 1, 1984, USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 2, 1984, USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 3, 1984, USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 4, 1984, USUHS 

• The Pathology of Vitamin E Deficiency in Animals and Man, Part 1, Part 2, 1984, WRAMC 
TV, 55:30 

• The Pathology of Vitamin E Deficiency in Animals and Man, Part 2 (Cont), 1984, WRAMC 
TV, 39:00 

• Thomes & Chow Flexor Tendon, 1984, WRAMC TV, VHS videotape 

(Ken McFelley's Speech at PBA Dinner), copy 1, 1985, Tony Schwartz, audiotape 
(Ken McFelley's Speech at PBA Dinner), copy 2, 1985, Tony Schwartz, audiotape 

• Accident Reconstruction, Reel 1, 1985, WRAMC TV, 61:00 

• Accident Reconstruction, Reel 2, 1985, WRAMC TV, 25:00 

• Ageing [Aging] Changes in F344 & Sprague Dawley Rats, Tape 1, 1985, WRAMC TV, 43:00 

• Ageing [Aging] Changes in F344 & Sprague Dawley Rats, Tape 2, 1985, WRAMC TV, 52:30 

• Ageing [Aging] Changes in F344 & Sprague Dawley Rats, Tape 3, 1985, WRAMC TV, 42:27 

• Ageing [Aging] Changes in F344 and Sprague Dawson Rats, Tape 4, 1985, WRAMC TV, 
33:33 

• Ageing [Aging] Changes in F344 & Sprague Dawley Rats, Tape 1 and 2, 1985, WRAMC TV, 
95:00 1/2" videotape 

• Ageing [Aging] Changes in F344 & Sprague Dawley Rats, Tape 3 and 4, 1985, WRAMC TV, 
76:00, 1/2" videotape 

• Altering "Type A" Behavior in Post Myocardial Infarction Patients by Dr. Meyer 
Friedman, 1985, WRAMC TV, 48:00, 3/4" videotape 

• American Red Cross Family Health Series #01: Staying Healthy, 1985, American Red 
Cross, 16:09, 3/4" videotape 

• American Red Cross Family Health Series #02: Taking Temperature, Pulse and 
Respiration, 1985, American Red Cross, 16:57, 3/4" videotape 

• American Red Cross Family Health Series #03: Taking Care of Illness, 1985, American Red 
Cross, 15:53, 3/4" videotape 

• American Red Cross Family Health Series #04: Bathing & Personal Care of the Bed 
Patient, 1985, American Red Cross, 16:41, 3/4" videotape 

• American Red Cross Family Health Series #05: Making the Bed & Positioning the Patient, 
1985, American Red Cross, 16:57, 3/4" videotape 

• American Red Cross Family Health Series #06: Getting Your Patient Up and Out of Bed, 
1985, American Red Cross, 16:57, 3/4" videotape 

• American Red Cross Family Health Series #07: Knowing About Medicines, 1985, 
American Red Cross, 15:15, 3/4" videotape 

• American Red Cross Family Health Series #08: Eating To Stay Well Or Get Well, 1985, 
American Red Cross, 15:29, 3/4" videotape 

• American Red Cross Family Health Series #09: Aging Well, 1985, American Red Cross, 
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17:05, 3/4" videotape 

• American Red Cross Family Health Series #10: Taking Blood Pressure, 1985, American 
Red Cross, 15:10, 3/4" videotape 

• Acquired Immune Deficiency Syndrome, 1985, WRAMC, 60:00, 3/4" videotape 

• Aviation Pathologist, The, 1985, WRAMC TV, 60:00, 3/4" videotape 

• Aviation Photography: Basic Camera Equipment and Film Selection, 1985, WRAMC TV, 
54:00 

• Bovine/Ovine Diseases, Tape 2 & 4, 1985, 1/2" videotape 
Bovine/Ovine Diseases, Tape 6, 1985, 1/2" videotape 

• CAT Scan in Head and Neck, AFIP Radiology, 1985, WRAMC TV, 40:00 

Cerinate Etched Porcelain Laminate Technique Presentation at Boston University with 
Dr. Robert L. Ibsen, DDS., 1985, Den Mat Corporation, 1/2" videotape 

• Chemical Casualty Care, 1985, WRAMC TV, 22:00, 3/4" videotape 

• Computed Tomography of the Pulmonary Hila, 1985, WRAMC TV, 53:00, 3/4" videotape 

• Congenital Anomalies of the Face and Skull, 1985, WRAMC TV, 60:41, 3/4" videotape 

• Control Surface Injuries, 1985, WRAMC TV, 40:00 

• Crash Survivability, 1985, WRAMC TV, 53:00 

• Customer Relations Seminar, Part 1, 1985, WRAMC TV, 47:00, 3/4" videotape 

• Customer Relations Seminar, Part 2, 1985, WRAMC TV, 34:00, 3/4" videotape 

• Customer/Patient Relations, 1985, WRAMC TV, 19:07, 3/4" videotape 

• Cytopathology of Viral Disease, Part 1, Master, 1985, WRAMC TV, 36:00 

• Cytopathology of Viral Disease, Part 2, Master, 1985, WRAMC TV, 41:00 

• Cytopathology of Viral Disease, Part I and II, Dr. Cheville, 1985, WRAMC TV, 77:00, 1/2" 
videotape 

• Defense Audiovisual Information System (DAVIS) User Guide, 1985, WRAMC Visual 
Information Library, Binder 

• Development and Pediatric Pathology, 1985, WRAMC, 62:00, 3/4" videotape 
Diagnosis and Management of Psychiatric Disorders in Cancer Patients by Dr. Jimmie 
Holland, 1985, WRAMC TV, 43:00, 3/4" videotape 

• Dialysis Set Up, 1985, WRAMC TV, 13:07, 3/4" videotape 

• Discharge Education Program for Open Heart Surgery Patients, 1985, WRAMC TV, 36:28, 
3/4" videotape 

• Editing Video Tape, 1985, US Army, 18:00, 3/4" videotape 

• Effects of Nuclear Warfare, 1985, WRAMC, 36:00, 3/4" videotape 

• Effects of Nuclear Warfare, 1985, WRAMC, 70:00, 3/4" videotape 

• Egress: Ejection Seat, Reel 1, 1985, WRAMC TV, 60:00 

• Egress: Ejection Seat, Reel 2, 1985, WRAMC TV, 16:00 

• Forensic Hypnosis, 1985, WRAMC TV, 57:00 

• Forensic Neuropathology, 1985, WRAMC TV, 48:00 

Headache as a Symptom of Medical and Surgical Disorders by Dr. Carl Gunderson, 1985, 
WRAMC TV, 45:00, 3/4" videotape 
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• Hematology: Anemia, Part I and II, Dr. Dynean, 1985, WRAMCTV, 105:0, 1/2" videotape 

• Hematology: Anemia, Reel 1 of 2, 1985, WRAMC TV, 50:00 

• Hematology: Anemia, Reel 2 of 2, 1985, WRAMC TV, 55:00 

• History of Aviation Pathology, 1985, WRAMC TV, 42:00 

• Human Tolerances 1, 1985, WRAMC TV, 60:00 

• Human Tolerances II, 1985, WRAMCTV, 23:00 

• Imaging of Sacroiliac Joints, 1985, WRAMC TV, 44:47, 3/4" videotape 

• Injury Analysis, 1985, WRAMC TV, 46:00 

• Inter Vertebral Disc: Normal and Abnormal, 1985, WRAMC TV, 50:36, 3/4" videotape 

• Investigation of Human Performance in A/C Mishaps, 1985, WRAMC TV, 40:00 

• Magnetic Resonance Imaging of the Thorax, 1985, WRAMCTV, 46:35, 3/4" videotape 

• Nova: Conquest of the Parasites, 1985, BBC Horizon, 60:00, 3/4" videotape 

• Ophthalmic Pathology Part II, 1985, WRAMCTV, 47:00 

• Ophthalmic Pathology Part II, 1985, WRAMCTV, 47:00, 3/4" videotape 

• Ophthalmic Pathology, Part I, Master, 1985, WRAMC TV, 50:00 

• Oral Manifestations of Hematologic Disease, 1985, WRAMC, 60:00, 3/4" videotape 

• Oral Manifestations of Venereal Disease, 1985, WRAMC, 55:00, 3/4" videotape 

• Parachutes: Equipment Malfunction, Injury Patterns, 1985, WRAMC TV, 60:00 

• Patterns of Renal Calcification, 1985, WRAMC TV, 44:00, 3/4" videotape 

• Philosophy and Principles of Biopsy, 1985, WRAMC, 25:00, 3/4" videotape 

• Physiological Factors and Their Laboratory Evaluation, 1985, WRAMC TV, 54:00 

• Poultry Disease, Tape 3, Barnes, 1985, WRAMC TV, 1/2" videotape 

• Pre Existing Disease in Aircraft Victims, Reel 1, 1985, WRAMC TV, 60:00 

• Pre Existing Disease in Aircraft Victims, Reel 2, 1985, WRAMCTV, 05:00 

• Preparation for Cardiothoracic Surgery, 1985, WRAMC TV, 10:55, 3/4" videotape 

• Psychiatry Grand Rounds : Suicide in Adolescents, 1985, WRAMC, 68:00, 3/4" videotape 

• Psychiatry Grand Rounds: Alcoholism and Relapses, 1985, WRAMC, 20:00, 3/4" 
videotape 

• Psychiatry Grand Rounds: Alcoholism and Relapses, 1985, WRAMC, 60:00, 3/4" 
videotape 

Psychiatry Grand Rounds: Uses and Misuses of Brief Psychotherapy, Part 2, by Dr. Sheila 
Gray, 1985, WRAMCTV, 17:00, 3/4" videotape 

• Psychiatry Grand rounds: AIDS, 1985, WRAMC, 60:00, 3/4" videotape 

• Psychological Autopsy, 1985, WRAMC TV, 44:00 

• Renal Osteopathy, 1985, WRAMC TV, 49:11, 3/4" videotape 

• Renal Patient, The, 1985, WRAMC TV, 50:00, 3/4" videotape 

• Reparative Reactive Lesions of the Musculoskeletal System, 1985, WRAMC TV, 58:11, 
3/4" videotape 

• Spinal Dysraphism, 1985, WRAMC TV, 58:13, 3/4" videotape 

• Spinal Myoclanus: Case Study (copy 1), 1985, WRAMC / Audio Visual Support Center 
(Fort Benning, GA), 8:31, 3/4" color 
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Spinal Myoclanus: Case Study (copy 2), 1985, WRAMC / Audio Visual Support Center 
(Fort Benning, GA), 8:31, 3/4" color 

• Squamous Cell Carcinoma, 1985, WRAMC, 48:00, 3/4" videotape 

• The Aviation Pathologist, 1985, WRAMC TV, 60:00 

• The Flight Surgeon's Role in A/C Accident Investigation, 1985, WRAMC TV, 46:00 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 1 MAS, 1985, USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 2 MAS, 1985, USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 3 MAS, 1985, USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 4 MAS, 1985, USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 5 MAS, 1985, USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 6 MAS, 1985, USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 7 MAS, 1985, USUHS 

• The Orthopedic Patient, 1985, WRAMC, 50:00, 3/4" videotape 

• Transitional Cell Carcinoma of the Kidney, 1985, WRAMC TV, 34:38, 3/4" videotape 

• Trauma to the Cervical Spine, 1985, WRAMC TV, 48:57, 3/4" videotape 

• Unilateral Renal Mass in the Child, The, 1985, WRAMC TV, 46:30, 3/4" videotape 

• Vesiculo Ulcerative Lesion, 1985, WRAMC, 62:00, 3/4" videotape 

• Vesiculo Ulcerative Lesions, 1985, WRAMC, 11:00, 3/4" videotape 

• Wrist Trauma, 1985, WRAMC TV, 48:00, 3/4" videotape 

• A Winning Score, 1986, United States Army, 13:00, 3/4" videotape 
Beyond Fear, 1986, American Red Cross, 60:21, 3/4" videotape 

• Clinical Pathology, Dr. Hagemoser, 1986, WRAMC TV, 64:00, 1/2" videotape 

• Clinical Pathology, Dr. Hagemoser, Part I, 1986, WRAMC TV, 59:00, 1/2" videotape 

• Clinical Pathology, Dr. Hagemoser, Part II, 1986, WRAMC TV, 47:00, 1/2" videotape 

• Clinical Pathology, Part 1, 1986, WRAMC TV, 59:00 

• Clinical Pathology, Part II, 1986, WRAMC TV, 62:00 

• Clinical Pathology, Part III, 1986, WRAMC TV, 57:00 

Commander's Orientation to Occupational Health for the Soldier, 1986, United States 
Army, 8:00, 3/4" videotape 

Contemporary Management of Utero Vaginal, 1986, Academy of Health Sciences, 35:54, 
3/4" videotape 

Counseling Subordinate Personnel, 1986, Academy of Health Sciences, 59:40, 3/4" 
videotape 

Counseling in the Educational Setting "The Final Evaluation", 1986, Academy of Health 
Sciences, 11:16, 3/4" videotape 

Counseling in the Educational Setting "The Welcome", 1986, Academy of Health 
Sciences, 06:57, 3/4" videotape 

Criminal Investigations, Death, Copy 2, 1986, United States Army Criminal Investigation 
Command, 26:27 

Criminal Investigations, Death, Copy 3, 1986, United States Army Criminal Investigation 
Command, 26:27 
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Criminal Investigations, Death, Copy 1, 1986, United States Army Criminal Investigation 
Command, 26:27 

• Diabetes Update Reel 2 of 2, 1986, WRAMC, 58:00, 3/4" videotape 

• Diabetes Update, 1986, 58:00, 3/4" videotape 

• Diabetes Update Reel 1 of 2, 1986, 58:00, 3/4" videotape 

• Diabetes Update Reel 1 of 2, 1986, WRAMC, 58:00, 3/4" videotape 

• Diabetes Update Reel 2 of 2, 1986, 58:00, 3/4" videotape 

• Diabetes Update Reel 2 of 2, 1986, WRAMC, 58:00, 3/4" videotape 
Diagnostic Imaging Fundamentals, 1986, Picker International, 60:00 

Diagnostic Imaging Fundamentals, Volume 1 Reel 1, 1986, Picker Sales Institute, 60:00 
Diagnostic Imaging Fundamentals, Volume 1 Reel 2, 1986, Picker Sales Institute, 59:00 
Diagnostic Imaging Fundamentals, Volume 2 Reel 2, 1986, Picker Sales Institute, 42:00 

• Dialysis Past, Present and Future (copy 1), 1986, WRAMC TV, 61:00, 3/4" videotape 

• Dialysis Past, Present and Future (copy 2), 1986, WRAMC TV, 61:00, 3/4" videotape 
Disease of Laboratory Animals, Tape 5, 1986, 1/2" videotape 

• Disease of Swine, Sheep and Goats, Dr. Olander, 1986, WRAMC TV, 1/2" videotape 

• Diseases of Ferrets, 1986, WRAMC TV, 61:00 

• Diseases of Ferrets, Dr. Fox, 1986, WRAMC TV, 61:00, 1/2" videotape 
Diseases of Laboratory Animals, Dr. Brunner / Diseases of Ferrets, Dr. Fox, 1986, 
WRAMC TV, 61:00, 1/2" videotape 

Estrogen Replacement Therapy in Menopause, 1986, Academy of Health Sciences, 47:29 
3/4" videotape 

Hemodialysis in Children, 1986, Academy of Health Sciences, 36:48, 3/4" videotape 

• Holocaust: The Ultimate Stressor by Dr. Paul Chodoff (9 Sept. 1986), 1986, WRAMC TV, 
37:00, 3/4" videotape 

• I'm Glad to See the Army is in Your Hands (copy 1), 1986, United States Army, 4:00, 3/4" 
videotape 

• Large Animals, Dr. David Dodd, tapes 3 & 4, 1986, WRAMC TV, 1/2" videotape 

• Large Animals, Tape 1 & 2, 1986, 1/2" videotape 

Lupus: The Great Imposter, 1986, Lupus Foundation of Greater Washington, 14:00, 1/2" 
videotape 

Managing and Coordinating the Elements of an Effective Discharge Planning Program, 
1986, WRAMC TV, 65:00, 3/4" videotape 

• Mass Fatality Aircraft Fatality Processing (copy 1), 1986, WRAMC TV, 7:42, Sony 
Betamax 

• Mass Fatality Aircraft Fatality Processing (copy 2), 1986, WRAMC TV, 7:42, Sony 
Betamax 

Medical Grand Rounds, 26 Sep 86: Silent Myocardial Ischemia, 1986, Department of the 
Army/WRAMCTV, 36:00, 3/4" videotape 

• Neuropathology of Aging, 1986, WRAMC TV, 49:00, 

• Neuropathology, Dr. Cork, 1986, WRAMC TV, 49:00, 1/2" videotape 
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• Nursing Electrical Safety, 1986, MEDFILMS, Inc., 08:45 

Nursing Process Through Nursing Documentation (copy 1), 1986, 51:29, 3/4" videotape 
Nursing Process Through Nursing Documentation (copy 2), 1986, 51:29, 3/4" videotape 
Nursing Process through Nursing Documentation, copy 1, 1986, 51:29, 3/4" videotape 
Nursing Process through Nursing Documentation, copy 2, 1986, 51:29, 3/4" videotape 
Our Command Image, Image of Excellence, 1986, Health Sciences Media Division, 
Television Branch, AHS USA, Fort Sam Houston, TX, 24:12 

Pathophysiology of Pregnancy Induced Hypertension & Its Clinical Management, PT I, 
1986, Academy of Health Sciences, 57:19, 3/4" videotape 

Peritoneal Dialysis in Children, 1986, Academy of Health Sciences, 48:10, 3/4" videotape 

• Primates, Dr. Baskin, Tapes 6 and 7, 1986, WRAMC TV, 1/2" videotape 

• Proud Tradition ... AMEDD Regiment Activation, A, 1986, Academy of the Health 
Sciences, 22:13, 3/4" videotape 

• Proud Tradition. ..AMEDD Regiment Activation, A, 1986, 22:13, 3/4" videotape 
Psychiatry Grand Rounds: Family Intervention With Couples: Chemical Dependency, 
1986, WRAMC, 15:00, 3/4" videotape 

Psychiatry Grand Rounds: Family Intervention with Couples: Chemical Dependency, 
1986, WRAMC, 60:00, 3/4" videotape 

Psychiatry Grand Rounds: Neuroleptic Drug Monitoring by Dr. Larry Tune, 1986, WRAMC 
TV, 51:51, 3/4" videotape 

Rank Hath No Privileges Psychosocial Responses To Aids, 1986, 60:33, 3/4" videotape 

• Relaxation Program: Progressive Relaxation, 1986, WRAMC TV, 16:15, 3/4" videotape 
Smoking Spots by Tony Schwartz, 1986, Tony Schwartz, 32:00, audiotape 

• Spontaneous Diseases of Nonhuman Primates, Reel 1, 1986, WRAMC TV, 62:00 

• Spontaneous Diseases of Nonhuman Primates, Reel 2, 1986, WRAMC TV, 03:00 

• Spontaneous Diseases of Nonhuman Primates, 1986, WRAMC TV, 65:00, 1/2" videotape 

• Standard Methods for Determining Body Fat, 1986, United States Army, 16:03, 3/4" 
videotape 

• Standard Methods for Determining Body Fat, 1986, United States Army, 16:73, 3/4" 
videotape 

• Standard Methods for Determining Body Fat, 1986, U.S. Army, 16:03, 3/4" videotape 
Stop Smoking Forever for Men, 1986, Bantam Audio Publishing, 60:00, audiotape 

• The Fit to Win Challenge, 1986, United States Army, 4:00, 3/4" videotape 

• The Gross Morbid Anatomy of Diseases of Animals, Diseases of Laboratory Animals, 
1986, AFIP and USUHS, 52:00 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 1, 1986, AFIP AND USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 10, 1986, AFIP and USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 2, 1986, AFIP AND USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 3, 1986, AFIP AND USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 4, 1986, AFIP AND USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 6, 1986, AFIP and USUHS 

OHA 253 
Page 64 of 143 



• The Gross Morbid Anatomy of Diseases of Animals, Tape 1, 1986, AFIP and USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 8, 1986, AFIP and USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 9, 1986, AFIP and USUHS 

• The Medical Management of Allergic Rhinitis, 1986, Roche, 1/2" videotape 

• Thoraco abdominal Approach for Anterior Spinal Fusion, The, 1986, WRAMC TV, 14:08, 
1" videotape 

• Update on SAIDS, 1986, WRAMC TV, 32:00 

• Update on SAIDS, Dr. Baskin, 1986, WRAMC TV, 32:00, 1/2" videotape 

• Update on SAIDS, 1986, WRAMC TV, 32:00, 3/4" videotape 

• A Systematic, Logical, and Sensible Approach to Partial Denture Design Part II, 1987, 
WRAMC, 40:00, 3/4" videotape 

• AIDS, 1987, WRAMC TV, 40:00, 3/4" videotape 

• AIDS in the Pediatric Patient, 1987, WRAMC TV, 52:00, 3/4" videotape 

• Acceleration: Human Tolerance and Injury Mechanisms Part 1, 1987, WRAMC TV, 50:00 

• Acceleration: Human Tolerance and Injury Mechanisms Part II, 1987, WRAMC TV, 53:20 

• Acquired Immune Deficiency Syndrome, Part 1, 1987, WRAMC TV, 62:00, 3/4" videotape 

• Acquired Immune Deficiency Syndrome, Part 2, 1987, WRAMC TV, 25:00, 3/4" videotape 

• Acquired Immune Deficiency Syndrome, Part 3, 1987, WRAMC TV, 57:00, 3/4" videotape 

• Acquired Lung Diseases, 1987, WRAMC TV, 60:00, 3/4" videotape 

• Asbestosis: Controversies in Diagnosis, 1987, WRAMC TV, 41:00, 3/4" videotape 

• Autosomal and Sex Chromosomal Disorders; Cytogenetic Variations, 1987, WRAMC TV 
53:00, 3/4" videotape 

• B.C.C, 1987, 57:00, 3/4" videotape 

• B.C.C, 1987, 58:00, 3/4" videotape 

• Benign Hepatic Tumors in the Adult, 1987, WRAMC TV, 47:08, 3/4" videotape 

• Broviac Catheter Dressing Change Modified Technique, 1987, WRAMC TV, 07:08, 3/4" 
videotape 

• Broviac Catheter Dressing Change, 1987, WRAMC TV, 21:19, 3/4" videotape 
Broviac Catheter Heparinization, 1987, 07:01, 3/4" videotape 

• Cardiomyopathies, 1987, WRAMC TV, 59:00, 3/4" videotape 

• Central Nervous System Tumors in Children, Part 1, 1987, WRAMC TV, 41:00, 3/4" 
videotape 

• Central Nervous System Tumors in Children, Part 2, 1987, WRAMC TV, 29:00, 3/4" 
videotape 

• Chimp Necropsy, Tape 1, 1987, WRAMC TV, 62:00 

• Chimp Necropsy, Tape 2, 1987, WRAMC TV, 62:00 

• Cholestatic Syndromes, 1987, WRAMC TV, 54:00, 3/4" videotape 

• Common Otolaryngolic Problems, Part 1, 1987, WRAMC TV, 14:00, 3/4" videotape 

• Common Otolaryngolic Problems, Part 2, 1987, WRAMC TV, 60:00, 3/4" videotape 
Computed Tomography of Diffuse Parenchymal Pulmonary Disease, 1987, WRAMC TV, 
51:55, 3/4" videotape 
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Computed Tomography of Focal Parenchymal Pulmonary Disease, 1987, WRAMC TV, 
48:57, 3/4" videotape 

Computed Tomography of Renal Infections and Infarctions, 1987, WRAMC TV, 53:44, 
3/4" videotape 

• Congenital Cardiovascular Disease, Part 1, 1987, WRAMC TV, 59:00, 3/4" videotape 

• Congenital Cardiovascular Disease, Part 2, 1987, WRAMC TV, 51:00, 3/4" videotape 

• Congenital Malformations, 1987, WRAMC TV, 61:00, 3/4" videotape 

• Control Induced Injury Patterns, 1987, WRAMC TV, 48:00 

• Crash Force Analysis Techniques, 1987, WRAMC TV, 46:30 

• Crash Site Investigation for the Pathologist and Flight Surgeon, 1987, WRAMC TV, 54:00 
Diabetics and the Health Care Professionals: How to Increase the Team Work, 1987, 
WRAMC, 88:12, 3/4" videotape 

Diabetics and the Health Care Professionals: How to Increase the Team Work, Part 1, 
Copy 1, 1987, WRAMC TV, 88:12, 3/4" videotape 

Diabetics and the Health Care Professionals: How to Increase the Team Work, Part 1, 
Copy 2, 1987, WRAMC TV, 88:12, 3/4" videotape 

Diabetics and the Health Care Professionals: How to Increase the Team Work, Part 2, 

1987, WRAMC TV, 88:12, 3/4" videotape 

Disease of Laboratory Animals, 1987, 1/2" videotape 

• Disposal of Human Remains: Legal Issues, 1987, WRAMC TV, 54:00, 3/4" videotape 

• Drug Reactions, 1987, WRAMC TV, 34:00, 3/4" videotape 

• Effects of Maternal Drugs On Infants, 1987, WRAMC TV, 34:00, 3/4" videotape 

• Epidemiology of AIDS, 1987, WRAMC TV, 51:00, 3/4" videotape 

• Forgotten Abdomen: Mesentery and Omentum, 1987, WRAMC TV, 47:07, 3/4" 
videotape 

• HMD, BPD, LSHBPD, Part 1, 1987, WRAMC TV, 47:00, 3/4" videotape 

• HMD, BPD, LSHBPD, Part 2, 1987, WRAMC TV, 39:00, 3/4" videotape 

• Hepatic Tumors in the Child, 1987, WRAMC TV, 50:55, 3/4" videotape 

• History of Aviation Pathology Group, 1987, WRAMC TV, 60:00 

• Human Factors Investigation, 1987, WRAMC TV, 53:00 

Identification in Aircraft Accident Investigations: The contribution of Forensic 
Anthropology, Reel 1, 1987, WRAMC TV, 62:00 

Identification in Aircraft Accident Investigations: The contribution of Forensic 
Anthropology, Reel 2, 1987, WRAMC TV, 25:00 

Identification in Aircraft Accident Investigations: The Role of the Dental Team, 1987, 
WRAMC TV, 56:00 

If You Love Somebody Who Smokes (copy 1), 1987, Schwartz/McFeely Coalition, 54:00, 
1/2" videotape 

If You Love Somebody Who Smokes (copy 2), 1987, Schwartz/McFeely Coalition, 54:00, 
1/2" videotape 

• Impaired Nurse, Part 1, 1987, WRAMC TV, 55:28, 3/4" videotape 
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• Impaired Nurse, Part 2, 1987, WRAMC TV, 53:33, 3/4" videotape 

• Impaired Nurse, Part 3, 1987, WRAMC TV, 15:59, 3/4" videotape 

• In Flight Incapacitation: Incidence and Cause, Reel 1, 1987, WRAMC TV, 60:00 

• In Flight Incapacitation: Incidence and Cause, Reel 2, 1987, WRAMC TV, 14:00 

• Infectious Diseases of Mice, Part 1, 1987, WRAMC TV, 55:00, 1/2" videotape 

• Infectious Diseases of Mice, Part 2, 1987, WRAMC TV, 62:00, 1/2" videotape 

• Infectious Diseases of Mice, Part 3, Dr. Bathold, 1987, WRAMC TV, 48:00, 1/2" videotape 

• Infectious Diseases of Mice, 1987, WRAMC TV, 60:00 

• Infectious Diseases of Mice, Part 1 of 3, 1987, WRAMC TV, 55:00 

• Infectious Diseases of Mice, Part 3 of 3, 1987, WRAMC TV, 38:00 

• Injury Pattern Analysis and Sequence Reconstruction Part 1, 1987, WRAMC TV, 56:00 

• Injury Pattern Analysis and Sequence Reconstruction Part II, 1987, WRAMC TV, 54:00 
Injury Pattern Analysis in Parachute Mishap Investigation and the Role of the 
Pathologist/Flight Surgeon in Parachute Accident Investigations, 1987, WRAMC TV, 
56:00 

• Introducing the Active Duty Dental Plan, 1987, Department of Defense, 12:03, 3/4" 
videotape 

Introduction to Photography: Equipment and Techniques, 1987, WRAMC TV, 30:00 
Introduction to Forensic Medical Science Day. October 20, 1987. Tape 1 of 2., 1987 
WRAMC TV, VHS videotape 

Introduction to Forensic Medical Science Day. October 20, 1987. Tape 2 of 2., 1987 
WRAMC TV, VHS videotape 

• Legal Aspects of Aircraft Accident Investigation, 1987, WRAMC TV, 44:00 

• Legal Aspects of Aircraft Accident Investigation, 1987, WRAMC TV, 52:00 

• Liver Tumors, Part 1, 1987, WRAMC TV, 62:00, 3/4" videotape 

• Liver Tumors, Part 2 (copy 1), 1987, WRAMC TV, 5:00, 3/4" videotape 

• Liver Tumors, Part 2 (copy 2), 1987, WRAMC TV, 43:00, 3/4" videotape 

• Lung Development and Hypoplasia, 1987, WRAMC TV, 61:00, 3/4" videotape 
Magnetic Resonance and Computed Tomography of the Central Nervous System 
Infections, 1987, WRAMC TV, 60:05, 3/4" videotape 

• Malignant Hepatic Tumors in the Adult, 1987, WRAMC TV, 48:41, 3/4" videotape 
Marine Viruses: Strategies for Detection, Eradication and Prevention, Part 1, 1987 
WRAMC TV, 60:00 

Marine Viruses: Strategies for Detection, Eradication and Prevention, Part 2, 1987, 
WRAMC TV, 55:00 

• Mass Disasters: A Conceptual Approach, 1987, WRAMC TV, 42:00 

• National Nurses Day, Part 2, 1987, WRAMC TV, 10:00, 3/4" videotape 

• NecropsyTechniques for Small Laboratory Animals, 1987, WRAMC TV, 60:38 

• Nurse's Responsibility in Chronic Pain Management, The, 1987, WRAMC TV, 43:00, 3/4" 
videotape 

• Oral Manifestations of Tropical Diseases, 1987, WRAMC TV, 52:00, 3/4" videotape 
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Organization of and Approach to Aircraft Accident Investigation, 1987, WRAIVIC TV, 
40:00 

• PCA Infuser for Patient Controlled Analgesia, 1987, Becton Dickinson, 18:21, 3/4" 
videotape 

• PCA Infuser for Patient Controlled Analgesia, 1987, Becton Dickinson, 18:21, 3/4" 
videotape 

• Partial Denture Framework Try In Reel 1, 1987, WRAMC, 20:00, 3/4" videotape 

• Pathologic Basis of Brain Imaging, 1987, WRAMC TV, 59:20, 3/4" videotape 

• Pathologist's Role in Accident Investigation, 1987, WRAMC TV, 61:00 

• Pathology of Fish, 1987, WRAMC TV, 45:00 

• Pediatric Autopsy, The, 1987, WRAMC TV, 39:00, 3/4" videotape 

• Peripheral Neural Tumors, 1987, WRAMC TV, 61:00, 3/4" videotape 

Personal Action for Better Health: Alcohol and Drugs, 1987, Great Performances, Inc., 
13:00, 1/2" videotape 

• Physical and Psychological Responses to Chronic Pain, 1987, WRAMC TV, 55:30, 3/4" 
videotape 

• Pigmented Lesions, 1987, WRAMC, 55:00, 3/4" videotape 

• Placental Pathology, 1987, WRAMC TV, 58:00, 3/4" videotape 

• Pre Existing Disease and In Flight Impairment, 1987, WRAMC TV, 40:00 

Psychiatry Grand Rounds: Laboratory Testing in Clinical Psychiatry by Dr. Richard Rosse 
1987, WRAMC TV, 52:54, 3/4" videotape 

• Psychic Pain of Grieving, 1987, WRAMC TV, 50:00, 3/4" videotape 
Psychosensorial Mismatch in the Aviation Environment (Psychological Anomalies of 
Attention), 1987, WRAMC TV, 52:00 

• Radiology of Renal Trauma, 1987, WRAMC TV, 45:33, 3/4" videotape 

Return of the Screaming Eagles: The Airplane Disaster in Gander, 1987, WRAMC TV, 
42:00, 3/4" videotape 

• Rhabdomyosarcoma, 1987, WRAMC TV, 56:00, 3/4" videotape 

• Selected Metabolic Diseases, 1987, WRAMC TV, 47:00, 3/4" videotape 

• Small Round Cell Tumors, 1987, WRAMC TV, 39:00, 3/4" videotape 

Special Photographic Techniques in Aircraft Accident Investigation, 1987, WRAMC TV, 
45:00 

• Spleen, Part 1, 1987, WRAMC TV, 56:25, 3/4" videotape 

• Spleen, Part 2, 1987, WRAMC TV, 55:41, 3/4" videotape 

• Sudden Infant Death Syndrome, The, 1987, WRAMC TV, 46:00, 3/4" videotape 

• Surgeon at War, The, 1987, Medi Cine Productions Ltd. / Merck Sharpe Dohme, 18:45, 
1/2" videotape 

• Survivability and "Creep" Part 1, 1987, WRAMC TV, 61:00 

• Survivability and "Creep" Part II, 1987, WRAMC TV, 52:00 

• Techniques and Interpretation of Karyotypes, 1987, WRAMC TV, 62:00, 3/4" videotape 

• The Anatomy of an Accident, 1987, WRAMC TV, 53:00 
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• The DNR Dilemma Part I When the Time Comes, 1987, Carle Medical Communications, 
18:00, VHS videotape 

• The DNR Dilemma Part II Professional Perspective, 1987, Carle Medical 
Communications, 25:00, VHS videotape 

• The Flight Surgeon's Role in AC/ Accident Investigation, 1987, WRAMCTV, 51:00, 

• The Forensic Autopsy in Aviation Medicine, 1987, WRAMC TV, 38:00 

• The Gross Morbid Anatomy of Diseases of Animals, 1987, USUHS & AFIP 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 1, 1987, USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 2, 1987, USUHS 

• The Gross Morbid Anatomy of Diseases of Animals, Tape 3, 1987, USUHS 

• The Noncommissioned Officer Evaluation Report. . . A New Beginning, 1987, United 
States Army, 23:54, 3/4" videotape 

• The Role of the AFIP in Aircraft and Parachute Accident Investigation, 1987, WRAMC TV, 
27:00 

• Toxicology: Specimen Collection, Shipping and Interpretation, 1987, WRAMC TV, 28:00 

• Transmission Dementias: Can There Be Life Without DNA?, 1987, WRAMCTV, 35:00, 
3/4" videotape 

• "We Bring a Quilt..." The Names Project Quilt in Washington, D.C. Qctober 8 9, 1988, 
1988, The NAMES Project Foundation, 30:00, VHS videotape 

• AIDS Press Conference 1 15 88, 1988, VHS videotape 

• AIDS Press Conference 1 15 88 (copy 2), 1988, VHS videotape 

• AIDS Prevention for Laboratory Professionals, 1988, Guidance Associates, VHS videotape 

• American Cancer Society/Cuide Su Salud Topic: Importance of Breast & Cervical Cancer 
Check ups, 1988, American Cancer Society, 19:45 

• Anthropod Borne Diseases Part 1, 1988, NCME, 3/4" videotape 

• Anthropod Borne Diseases Part 2, 1988, NCME, 3/4" videotape 

• Avian Diseases, Tape 1 & 2, 1988, 1/2" videotape 

• Avian Diseases, Tape 3, 1988, 1/2" videotape 

Clinical Management of Chronic Hypertension Complicating Pregnancy, 1988, A.H.S, 
58:14, 3/4" videotape 

• Clinical Pathology/Selected Topics Dogs and Cats, Reel 1, 1988, WRAMC TV, 56:00 

• Clinical Pathology/Selected Topics Dogs and Cats, Reel 2, 1988, WRAMC TV, 51:00 
Computerized Tomography of the Lower Gastrointestinal Tract, Part 1, 1988, WRAMC 
TV, 47:38, 3/4" videotape 

Computerized Tomography of the Lower Gastrointestinal Tract, Part 2, 1988, WRAMC 
TV, 50:00, 3/4" videotape 

• Concepts in Computed Tomography of the Thorax, 1988, WRAMC TV, 49:00, 3/4" 
videotape 

Coping Strategies Using Hypnosis for Pain and Stress by Dr Herbert Spiegel, 1988, 
WRAMC TV, 49:53, 3/4" videotape 

• Coronary Angiography Part 1, 1988, WRAMC TV, 57:05, 3/4" videotape 
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• Coronary Angiography Part 2, 1988, WRAMC TV, 55:41, 3/4" videotape 

• Cortrel Dubousset Instrumentation, 1988, WRAMC TV, 18:11, 1" videotape 

• Crystalline Arthropathy, 1988, WRAMC TV, 49:51, 3/4" videotape 

• Disease of Dogs and Cats, Tapes 1 & 2, 1988, 120:0, 1/2" videotape 

• Disease of Dogs and Cats, Tapes 3, 1988, 60:00, 1/2" videotape 

• Diseases of Guinea Pigs, Reel 1, 1988, WRAMC TV, 62:00 

• Diseases of Guinea Pigs, LTC Blunte, 1988, WRAMC TV, 69:00, 1/2" videotape 

• Histologic Mammographic Correlation of Benign Disease, Part 1, 1988, WRAMC TV, 
33:12, 3/4" videotape 

Histologic Mammographic Correlation of Benign Disease, Part 2, 1988, WRAMC TV, 
32:35, 3/4" videotape 

Hypercenter XP. The One and Only., 1988, Shandon / Lipshaw, 1/2" videotape 

• Hysterosalpingogram: A Review, 1988, WRAMC TV, 43:18, 3/4" videotape 

• Life & Death, 1988, Software Toolworks, DOS software 

• Lymphography: A Review, 1988, WRAMC TV, 51:52, 3/4" videotape 

• Mediastinal Masses, Part 1, 1988, WRAMC TV, 52:38, 3/4" videotape 

• Mediastinal Masses, Part 2, 1988, WRAMC TV, 58:06, 3/4" videotape 

• Mediastinal Masses, Part 3, 1988, WRAMC TV, 49:00, 3/4" videotape 

• Mediastinal Masses, Part 4, 1988, WRAMC TV, 55:00, 3/4" videotape 

• Mycotic Pulmonary Disease, Part 2, 1988, WRAMC TV, 49:18, 3/4" videotape 

• Newer Aspects of Leukocyte Functions, Reel 1, 1988, WRAMC TV, 55:00 

• Newer Aspects of Leukocyte Functions, Reel 2, 1988, WRAMC TV, 43:00 

• Non Tympanic Lesions of the Temporal Bone, 1988, WRAMC TV, 46:26, 3/4" videotape 

• Osteochondroses, The, 1988, WRAMC TV, 45:30, 3/4" videotape 
Pathophysiology of Pregnancy Induced Hypertension & It's Clinical Management, PT II, 
1988, A.H.S, 16:39, 3/4" videotape 

• Patient Interview Segments, 1988, WRAMC TV, 25:39, 3/4" videotape 

• Postoperative Chest: Beyond the Intensive Care Unit, The, 1988, WRAMC TV, 49:00, 3/4" 
videotape 

Psychiatry Grand Rounds: Medical Student's Perceptions of Psychiatry Teaching by Dr. 
Peggy E. Showalter & Dr. Robert E. Hales, Part 1, 1988, WRAMC TV, 3/4" videotape 
Psychiatry Grand Rounds: Novel Cholinergic Investigations in Dementia by Major Paul A. 
Newhouse, MD, 1988, WRAMC TV, 42:37, 3/4" videotape 

• Radiology of Gastric Ulcers, The, 1988, WRAMC TV, 49:00, 3/4" videotape 

Skin Care Under the Sun, 1988, American Academy of Dermatology, 6:50, VHS videotape 

• Steffee Transpedicular Instrumentation, 1988, WRAMC TV, 08:56, 1" videotape 

• The C.L. Davis Foundation, The Gross Morbid Anatomy of Diseases of Animals, Diseases 
of Laboratory Animals, Dr. Stromgberg, Tape 3, 1988, WRAMC TV, 1/2" videotape 

• Urinary Tract Pathology and Toxicology, Reel 1, 1988, WRAMC TV, 49:00 

• Urinary Tract Pathology and Toxicology, Reel 2 of 2, 1988, WRAMC TV, 59:00 

• Urinary Tract Pathology and Toxicology, Dr. Alden, 1988, WRAMC TV, 108:0, 1/2" 
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videotape 

You're Not Alone: Understanding Endometriosis, 1988, Endometriosis Association, 1/2" 
videotape 

"If I Could Tell You", 1989, 24:24, 1/2" videotape 

AIDS A Soldier's Story, 1989, Department of the Army, 21:00, VHS videotape 

AIDS Audio Transfer. 21 Nov 1989, 1989, 98:00, VHS videotape 

AIDS Quarterly, Sept 1989, 1989, 1/2" videotape 

Acute Myocardial Infarction : An Update, 1989, NCME, 3/4" videotape 

Allergic Reactions During Anesthesia, 1989, Network for Continuing Medical Education 

& Roche Laboratories, 48:00, 3/4" videotape 

American Society of Microbiology ICAAC (Interscience Conference on Antimicrobial 
Agents & Chemotherapy) '89. Ineffective Endocarditis: Recent Advances, Part 1, 1989, 
Network for Continuing Medical Education & Roche Laboratories, 60:00, 3/4" videotape 
American Society of Microbiology ICAAC (Interscience Conference on Antimicrobial 
Agents & Chemotherapy) '89. Ineffective Endocarditis: Recent Advances, Part 2, 1989, 
Network for Continuing Medical Education & Roche Laboratories, 60:00, 3/4" videotape 
Application of Autopsy Data to Quality Assurance, The (copy 1), 1989, WRAMC TV, 
60:00, 3/4" videotape 

Application of Autopsy Data to Quality Assurance, The (copy 2), 1989, WRAMC TV, 
60:00, 1/2" videotape 

Army Reserve Medicine Beyond MASH, 1989, Office, Chief, Army Reserve, 09:00, 3/4" 
videotape 

Autopsy Seminar (copy 1), 1989, WRAMC TV, 40:00, 3/4" videotape 

Autopsy Seminar (copy 2), 1989, WRAMC TV, 40:00, 1/2" videotape 

Basic Approach to Qbstetrical Ultrasound, 1989, WRAMC TV, 51:21, 3/4" videotape 

Benefits of the Autopsy (Family, Society)(copy 1), 1989, WRAMC TV, 37:00, 3/4" 

videotape 

Benefits of the Autopsy (Family, Society)(copy 2), 1989, WRAMC TV, 37:00, 1/2" 
videotape 

Blunt Trauma to the Thoracic Aorta, 1989, WRAMC TV, 46:06, 3/4" videotape 
Clinical Update of the Diagnosis and Treatment of Essential Hypertension, A, 1989, 
Network for Continuing Medical Education & Roche Laboratories, 48:00, 3/4" videotape 
Common Cases in Dermatology: Diagnosis and Management, 1989, NCME, 3/4" 
videotape 

Common Threads: Stories from the Quilt, 1989, HBQ Video, 79:00, VHS videotape 
Comparative Religious Aspects of the Autopsy (copy 1), 1989, WRAMC TV, 48:00, 3/4" 
videotape 

Comparative Religious Aspects of the Autopsy (copy 2), 1989, WRAMC TV, 48:00, 1/2" 
videotape 

Controversies in Heart Failure, 1989, Network for Continuing Medical Education & 
Roche Laboratories, 48:00, 3/4" videotape 
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Current Contents on Diskette v. 1.3.3, 1989, Institute for Scientific Information, Inc., DOS 
software 

• Diagnostic Cytology, Part I, 1989, WRAMC TV, 50:00, 

• Diagnostic Cytology, Part II, 1989, WRAMC TV, 60:00, 

Dialogues on the Management of Opportunistic Fungal Infections: Oropharyngeal and 
Esophageal Candidiasis, 1989, Medical Publishing Enterprises, audiotape 

• Diet Intern Program "Special Report", 1989, WRAMC TV ?, 16:31, 1" videotape 

• Diseases of Nonhuman Primates, 1989, WRAMC TV, 48:00, 

• Diseases of Non Human Primates, Dr. Baskin, 1989, WRAMC TV, 48:00, 1/2" videotape 

• Do Autopsies Promote or Inhibit Malpractice Litigation?, 1989, WRAMC TV, 55:00, 3/4" 
videotape 

Eating Defensively: Food Safety Advice for Persons with AIDS. September 1989, 1989, 
FDA Office of Public Affairs, 14:30, VHS videotape 

Eating Disorders: Detection and Treatment, 1989, Network for Continuing Medical 
Education & Roche Laboratories, 48:00, 3/4" videotape 

• Fetal Anomalies 1, 1989, WRAMC TV, 53:20, 3/4" videotape 

• Fetal Anomalies II, 1989, WRAMC TV, 49:54, 3/4" videotape 

• Fifth Annual James Earle Ash Lecture (copy 1), 1989, WRAMC TV, 71:44, 1/2" videotape 

• Fifth Annual James Earle Ash Lecture (copy 2), 1989, WRAMC TV, 71:44, 1/2" videotape 

• Fighting Surgeon, The, 1989, Medi Cine Productions Ltd. / Merck Sharpe Dohme, 1/2" 
videotape 

• Fit to Win, 1989, Department of the Army/WRAMC TV, 11:00, VHS videotape 

• Formal Board On Back Case, 1989, WRAMC TV, 3/4" videotape 

• Formal Board On Raynaud's Disease, 1989, WRAMC TV, 3/4" videotape 

• Gross & Histologic Lesions of Avian Diseases, Dr. Fletcher, 1989, WRAMC TV, 47:00, 1/2" 
videotape 

• Gross & Histologic Lesions of Avian Diseases, Dr. Fletcher, 1989, WRAMC TV, 72:00, 1/2" 
videotape 

• Gross and Histologic Lesions of Avian Diseases, Part 1, 1989, WRAMC TV, 10:00, 

• Gross and Histologic Lesions of Avian Diseases, Part 1, 1989, WRAMC TV, 62:00, 

• Gross and Histologic Lesions of Avian Diseases, Part II, 1989, WRAMC TV, 47:00, 

HIV Infection in Women: Issues in Counseling, Testing and Management, 1989, Network 
for Continuing Medical Education & Roche Laboratories, 48:00, 3/4" videotape 

• Hodgkin's Disease: Issues in Management, 1989, NCME, 3/4" videotape 

I. Bone Marrow Transplantation of a Patient with AIDS: The Johns Hopkins Oncology 
Center Experience. II. Evaluation and Management of Pruritus in HIV Infected Patients. 
III. The Gestational Diabetic Patient: Identification & Treatment, 1989, Network for 
Continuing Medical Education & Roche Laboratories, 48:00, 3/4" videotape 

I. Diagnosis and Treatment of Spina Bifida Aperta. II. Macular Degeneration: Etiology, 
Diagnosis, and Treatment. III. Emergency Room Evaluation of Abdominal Pain., 1989, 
Network for Continuing Medical Education & Roche Laboratories, 46:00, 3/4" videotape 
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I. Family Oriented Primary Care: Seeing IVIore Than the Patient. II. The Diagnosis of 

Depression in Adolescents. III. The Personal Computer in Clinical Practice., 1989, Network 

for Continuing Medical Education & Roche Laboratories, 47:00, 3/4" videotape 

I. Microvascular Free Flaps: Current Progress in Reconstructive Surgery. II. The Promise 

and Problems of Monoclonal Antibodies. III. Hypercholesterolemia: Reducing the Risk, 

1989, Network for Continuing Medical Education & Roche Laboratories, 47:00, 3/4" 

videotape 

I. Radiologic Evaluation of Pelvic Masses: What You Can and Cannot Learn. II. 
Complications of Pharmacologic Therapy for Geriatric Patients., 1989, Network for 
Continuing Medical Education & Roche Laboratories, 46:00, 3/4" videotape 
Important Diseases of Free Living North American Mammals and Birds, Part 1, 1989, 
WRAMCTV, 62:00 

Important Diseases of Free Living North American Mammals and Birds, Part II, 1989, 
WRAMCTV, 56:00 

Important Diseases of Free Living North American Mammals and Birds, Part III, 1989, 
WRAMCTV, 56:00 

Important Diseases of Free Living North American Mammals and Birds, Dr. Nielsen, 
1989, WRAMCTV, 62:00, 1/2" videotape 

• Infections in Nursing Home Patients, 1989, NCME, 3/4" videotape 

• Intensive Care Unit Radiology, 1989, WRAMC TV, 51:35, 3/4" videotape 

• Laboratory Animal Quality Assurance, Part 1, 1989, WRAMC TV, 61:00 

• Laboratory Animal Quality Assurance, Part II, 1989, WRAMCTV, 53:00 

MRI Video Update: Radiology Volume Two Number Four, 1989, Educational Symposia, 
Inc., VHS videotape 

MRI Video Update: Radiology. Volume Two Number Three, 1989, Educational Symposia, 
Inc., VHS videotape 

MRI Video Update: Radiology. Volume Two Number Two, 1989, Educational Symposia, 
Inc., VHS videotape 

MRI Video Update: Radiology. Volume Two Supplement, 1989, Educational Symposia, 
Inc., VHS videotape 

• Management of the HIV Infected Patient, 1989, NCME, 3/4" videotape 

• Medical Grand Rounds: Recognition and RX of Von Willebrand's Disease, 1989, A.H.S, 
48:26, 3/4" videotape 

• Medical Grand Rounds: The Role of Allergens in Acute Asthma, 1989, A.H.S, 48:00, 3/4" 
videotape 

• Moods and Music, 1989, National Institute of Mental Health, 58:46, 1/2" videotape 

• Morality of Burying Qur Mistakes, The, 1989, WRAMC TV, 44:00, 1/2" videotape 
National Update on Electrocardiograms of Dysrhythmias, 1989, NCME, 3/4" videotape 

• New Nurse Qrientation to the WRAMC Pharmacy, 1989, WRAMCTV, 10:34, 1/2" 
videotape 

Nocturnal Enuresis, 1989, Pacific International, Ltd., 1/2" videotape 
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• Panel Discussion, Part 1 (copy 1), 1989, WRAIVIC TV, 60:00, 3/4" videotape 

• Panel Discussion, Part 2 (copy 1), 1989, WRAMC TV, 22:00, 3/4" videotape 

• Panel Discussion, Parts 1 & 2 (copy 2), 1989, WRAMC TV, 82:00, 1/2" videotape 

• Perceptions and Misperceptions of the Autopsy (copy 1), 1989, WRAMC TV, 42:00, 3/4" 
videotape 

• Perceptions and Misperceptions of the Autopsy (copy 2), 1989, WRAMC TV, 42:00, 3/4" 
videotape 

• Potential for Infection: Critical Care Challenge, 1989, Mediatech, Inc., 28:30, VHS 
videotape 

Psychiatry Grand Rounds: Borderline Children and their Mothers by Dr. Kenneth Artiss & 

Dr. Seaana H. Shaw, reel 1, 1989, WRAMC TV, 75:00, 3/4" videotape 

Quality Assurance The Sensitivity and Specificity of Clinical Diagnostics Over Five 

Decades (copy 1), 1989, WRAMC TV, 34:00, 3/4" videotape 

Quality Assurance The Sensitivity and Specificity of Clinical Diagnostics Qver Five 

Decades (copy 2), 1989, WRAMC TV, 34:00, 1/2" videotape 

• Radiology of the Pharynx, Part 1: Technique and Normal Swallowing, 1989, WRAMC TV, 
43:30, 3/4" videotape 

Radiology of the Pharynx, Part 2: Technique and Abnormal Swallowing, 1989, WRAMC 
TV, 39:43, 3/4" videotape 

• Reactions to the Conference (copy 1), 1989, WRAMC TV, 41:00, 3/4" videotape 

• Reactions to the Conference (copy 2), 1989, WRAMC TV, 41:00, 1/2" videotape 

• Red Cross Is Ready.. .When The Time Comes, The, 1989, American Red Cross, 08:52, 3/4" 
videotape 

• Rheumatic Fever Update, 1989, NCME, 3/4" videotape 

• Seminar on the Autopsy, 1989, WRAMC TV, 1/2" videotape 

• Simian Acquired Immunodeficiency Diseases, Dr. Baskin, 1989, WRAMC TV, 65:00, 1/2" 
videotape 

• Simian Acquired Immunodeficiency Diseases, Reel 1 of 2, 1989, WRAMC TV, 62:00 

• Simian Acquired Immunodeficiency Diseases, Reel 2 of 2, 1989, WRAMC TV, 03:00 
Stop Before You Drop, 1989, Kaiser Permanente; The Richmond (CA) Quits Smoking 
Project, 12:00, 1/2" videotape 

• Stress Ulcer Disease: Etiology, 1989, NCME, 3/4" videotape 

Striking A Balance: Immunosuppressive Therapy for Renal Transplantation, 1989, 
Burroughs Wellcome Co., 13:35, 1/2" videotape 

• Teen AIDS in Focus, 1989, San Francisco Department of Health, 1/2" videotape 

• Teen AIDS in Focus, 1989, San Francisco Department of Public Health, VHS videotape 

• Teen Aids in Focus, 1989, City and County of San Francisco, 1/2" videotape 

• Temporal Bone Anatomy and Lesions of the Tympanic Cavity, 1989, WRAMC TV, 58:33, 
3/4" videotape 

• The Workload Management System for Nursing as a Manpower Staffing Standard, 1989, 
Academy of Health Sciences TV, 44:15, VHS videotape 
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• Trauma Care: The First Hour, 1989, Network for Continuing IVIedical Education & Roche 
Laboratories, 48:00, 3/4" videotape 

• Unintentional Irony: The Autopsy in Modern Medicine, An, 1989, WRAMC TV, 48:00, 
3/4" videotape 

• Update: Low Back Pains, 1989, NCME, 3/4" videotape 

• Uses of 3 D Dimensional Reconstruction in Congenital Deformities and Orthognathic 
Surgery, 1989, Johns Hopkins Hospital Division of Plastic Surgery, 3/4" videotape 

• Visual Information Library Catalog USAISC WRAMC, 1989, WRAMC Visual Information 
Library, Binder 

• World Health Day Public Service Announcement (P.S.A.), 1989, End Hunger Network, 

0:27, VHS videotape 

• ABC News AIDS Interactive, 198?, ABC News, 72:00, 1/2" videotape 

• Individual Proficiency Performance Testing, 198?, Academy of Health Sciences, 59:32, 
3/4" videotape 

• Medical Aspects of the Little Big Horn, 198?, 45:00, 3/4" videotape 

• Meet the People of the American Red Cross, 198?, American Red Cross, 01:47, 3/4" 
videotape 

• Red Cross Tags, 198?, WRAMC TV, 02:09, 3/4" videotape 

• Stop Smoking Cassette, 198?, SQN Entertainment Software, 39:14, audiotape 

• Studio B: Administratively Planning for Mass Casualties, 198?, Academy of the Health 
Sciences, 59:06, 3/4" videotape 

• Studio B: Manual & Mechanical Restraint of a Combative Patient, 198?, Academy of 
the Health Sciences, 60:00, 3/4" videotape 

1990s 

• A Gift of Life, 1990, Department of the Army/WRAMCTV, 5:00, VHS videotape 

• AIDS Update, 1990, Network for Continuing Medical Education & Roche 
Laboratories,49:00, 3/4" videotape 

• AIDS and the Church's Role, 1990, Department of the Army/WRAMCTV, 41:00, VHS 
videotape 

• Acute Spinal Cord Injury: The Miami Approach, 1990, Network for Continuing Medical 
Education & Roche Laboratories, 48:00, 3/4" videotape 

• American Society of Microbiology ICAAC (Interscience Conference on Antimicrobial 
Agents & Chemotherapy) '90. Meningococcal Infection: New Perspectives On An 
Important Problem, Part 1, 1990, Network for Continuing Medical Education & Roche 
Laboratories, 60:00, 3/4" videotape 

• American Society of Microbiology ICAAC (Interscience Conference on Antimicrobial 
Agents & Chemotherapy) '90. Meningococcal Infection: New Perspectives On An 
Important Problem, Part 2, 1990, Network for Continuing Medical Education & Roche 
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Laboratories, 60:00, 3/4" videotape 

• Anesthesia: The Strange Sleep, 1990, IVIuseum of Science and Industry/Rainbow 
Productions, 5:48, 1/2" videotape 

• Anomalous Pulmonary Venous Return, 1990, WRAMC TV, 53:56, 3/4" videotape 

• Attending Rounds: Obstacles and Opportunities, Part 1, 1990, US Army Medical 
Department Health Sciences Media Division, 32:42, 1" videotape 

Breastfeeding: Protecting a Natural Resource, 1990, Institute for International Studies in 
Natural Family Planning, 15:00, 1/2" videotape 

• Casket Opening: AFIP 12 APR 90, 1990, 1/2" videotape 

Chronic Obstructive Pulmonary Disease, 1990, Network for Continuing Medical 
Education & Roche Laboratories, 48:00, 3/4" videotape 

Coronary Recanalization: PTCA and Beyond, 1990, Network for Continuing Medical 
Education & Roche Laboratories, 48:00, 3/4" videotape 

• Crew Errors in Night Rotary Wing Accidents, 1990, Department of the Army/WRAMC TV, 
13:00, VHS videotape 

• Death in the Valley, 1990, Department of the Army/WRAMC TV, 5:00, VHS videotape 

• Detection of Vesicoureteral Reflux in the Child, 1990, WRAMC TV, 48:52, 3/4" videotape 
Diagnosis and Treatment of Infectious Diseases: Five Cases, 1990, Network for 
Continuing Medical Education & Roche Laboratories, 49:00, 3/4" videotape 
Dialogues on the Management of Opportunistic Fungal Infections: Systemic Candidiasis, 
1990, Medical Publishing Enterprises, audiotape 

• Diet Intern Program, 1990, Department of the Army/WRAMC TV, 17:00, VHS videotape 

• Diseases of Ruminants, Tape 1 & 2, 1990, 1/2" videotape 

• Diseases of Ruminants, Tape 3 & 4, 1990, 1/2" videotape 

• Diseases of Swine, Tape 1 & 2, 1990, 1/2" videotape 

• Don't Touch Lesions of the Bone, 1990, WRAMC TV, 44:08, 3/4" videotape 

• Dr. Bryant Study Tape, 1990, WRAMC TV, 02:00, 1" videotape 

Dr. James Masterson: Overview of the Borderline Syndrome, 1990, Olive Tree 
Productions, 58:05, VHS videotape 

Dr. Marilyn Gewacke: A Borderline Out Patient Program, 1990, Olive Tree Productions, 
25:00, VHS videotape 

Dr. Virmani Angioscopy vs. Angiography, 1990, WRAMC TV, 1" videotape 

• Dr. Virmani edit tape, 11th case, 12th case, 1990, WRAMC TV, 07:27, 1" videotape 

• Dr. Virmani edit tape, 21 Aug 90, 1990, WRAMC TV, 04:58, 1" videotape 

• Dr. Virmani edit tape, 22 Feb 90 Lantz, Little, Stark, 1990, WRAMC TV, 30:00, 1" 
videotape 

• Dr. Virmani edit tape, Feb 16, 1990, 1990, WRAMC TV, 29:00, 1" videotape 

• Dr. Virmani edit tape, cases 13 & 14, 1990, WRAMC TV, 1" videotape 
Engine of Life: A Human Heart Tutorial, 1990, Pll Enterprises, DOS software 

• Enhanced Health Risk Appraisal, 1990, Department of the Army/WRAMCTV, 27:00, VHS 
videotape 
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Fetal and Neonatal Hydronephrosis, 1990, WRAMCTV, 52:50, 3/4" videotape 
Gastro intestinal Carcinoids, Dr. Sobin, 1990, WRAMCTV, 49:55, 1" videotape 
HSC (Health Services Command) QA (Quality Assurance) JCAHO Survey Hints, 1990, 
WRAMCTV, 65:27, 1" videotape 

Harvard Medical School Internal Medicine Series: Atherosclerosis, 1990, Alpha 
Telecommunications, 60:00, 1/2" videotape 

Hearing Protection, 1990, Department of the Army/WRAMC TV, 11:00, VHS videotape 
Hematology oncology Orientation, 1990, WRAMCTV, 10:00, 1" videotape 

How to Recognize Physical and Sexual Abuse in Children, 1990, Network for Continuing 
Medical Education & Roche Laboratories, 49:00, 3/4" videotape 
I. Central Nervous System Complications of HIV Infection and AIDS. II. Cocaine Use in 
Pregnancy. III. Update on Alopecia: Diagnostic and Therapeutic Techniques., 1990, 
Network for Continuing Medical Education & Roche Laboratories, 47:00, 3/4" videotape 
I. Continuous Infusion of Anesthetics. II. Prescribing Exercise for Aging Patients. III. 
Gastroesophageal Reflux Disease (GERD): New Insights into Diagnosis & Management, 
1990, Network for Continuing Medical Education & Roche Laboratories, 48:00, 3/4" 
videotape 

I. Continuous Infusion of Anesthetics. II. Prescribing Exercise for Aging Patients. IN. NIH 
Consensus Conference: Sleep Disorders of Older People, 1990, Network for Continuing 
Medical Education & Roche Laboratories, 46:00, 3/4" videotape 

I. Endoscopic Therapy for Esophageal Carcinoma. II. The Breast Examination. III. Allergic 
and Nonallergic Rhinitis: Differential Diagnosis and Therapy, 1990, Network for 
Continuing Medical Education & Roche Laboratories, 48:00, 3/4" videotape 
I. Mitral Valve Prolapse. II. Temporomandibular Joint Dysfunction. IN. Pitfalls in Thyroid 
Diagnosis., 1990, Network for Continuing Medical Education & Roche Laboratories, 
47:00, 3/4" videotape 

I. Multiple Sclerosis Update. II. NIH Consensus Conference: Surgery for Epilepsy. III. 
Gastroesophageal Reflux Disease (GERD): New Insights Into Diagnosis & Management, 
1990, Network for Continuing Medical Education & Roche Laboratories, 49:00, 3/4" 
videotape 

I. Nonvalvular Atrial Fibrillation: A Management Dilemma. II. Preventing Blood borne 
Infections in the Health Care Setting. III. Progress Toward An AIDS Vaccine: Inactivated 
Whole SIV Vaccine Protects Macaques, 1990, Network for Continuing Medical Education 
& Roche Laboratories, 49:00, 3/4" videotape 

I. Update On Antiretroviral Therapy: ddl & ddC. II. Recombinant Human Erythropoietin: 
Implications for Hematology/Oncology. III. Anesthesia in Complicated Obstetrics, 1990, 
Network for Continuing Medical Education & Roche Laboratories, 45:00, 3/4" videotape 
I. Update on Peripheral Vascular Disease: Balloons, Lasers, and Mechanical Devices. II. 
Healing the Healer: Recognizing and Aiding the Impaired Physician. III. Choosing to Forgo 
Artificial Nutrition, 1990, Network for Continuing Medical Education & Roche Laboratories, 
48:00, 3/4" videotape 
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I. Venous Thrombosis: Prevention, Diagnosis, and Treatment. II. Skin Aging: Causes, 
Prevention, and Diagnostic Considerations. III. Update on Non A, Non B Hepatitis., 1990, 
Network for Continuing Medical Education & Roche Laboratories, 49:00, 3/4" videotape 
ITI Dental Implant System. Introducing the Non submerged Implant System with a 
Heritage of over 15 Years of Clinical Success, 1990, Straumann Co., 1/2" videotape 

• Individual Diagnostic Consultation, 1990, WRAMC TV, 39:00, 1" videotape 
Insulin Therapy for Diabetes Mellitus: Guidelines from the American Diabetes 
Association, 1990, Network for Continuing Medical Education & Roche Laboratories, 
48:00, 3/4" videotape 

• Introduction to Congenital Heart Disease, 1990, WRAMC TV, 50:10, 3/4" videotape 

• JTF Bravo Hospital: Medical Support in a Low Intensity Conflict Environment, 1990, 
Department of the Army/WRAMC TV, 22:00, VHS videotape 

• Journey through a Depression by Ruth Blackwell Rogers, 1990, self produced, 19:00, 
1/2" videotape 

Laparoscopic Cholecystectomy: Indications and Technique, 1990, Network for 
Continuing Medical Education & Roche Laboratories, 48:00, 3/4" videotape 

• Lung and Mediastinal Biopsy, 1990, WRAMC TV, 60:27, 3/4" videotape 

• Lyme Disease: A Growing Threat, 1990, Department of the Army/WRAMCTV, 15:00, 
VHS videotape 

• Magnetic Resonance Imaging of Muscular Skeletal Tumors, Part 1, 1990, WRAMC TV, 
43:30, 3/4" videotape 

• Magnetic Resonance Imaging of Muscular Skeletal Tumors, Part 2, 1990, WRAMC TV, 
42:30, 3/4" videotape 

Management of Arrhythmias in the 1990's: Beyond Drug Therapy, 1990, Network for 
Continuing Medical Education & Roche Laboratories, 47:00, 3/4" videotape 
Medical Implications of Cocaine Abuse, 1990, Network for Continuing Medical Education 
& Roche Laboratories, 49:00, 3/4" videotape 

Memorial Dedication of the Colin F. Vorder Bruegge Conference Room, 29 June 1990, 
1990, WRAMC TV, 12:48, 1" videotape 

• Methodist Medical Center: The Power of Caring Works Wonders, 1990, Methodist 
Medical Center, Peoria, IL, 1/2" videotape 

• Military Medicine Relative Topics: Chemical Warfare MAJ John Hagmenn, 1990, WRAMC 
TV, 70:16, 1" videotape 

• Ms. McMurphee Brown; McMurphee Red, 1990, WRAMC TV, 06:05, 1" videotape 
National Inst, of Allergy and Infectious Diseases State of the Art Conference: AZT 
Therapy for Early HIV Infection, 1990, Gardiner Caldwell SynerMed, audiotape 
Non Neurological Indications for Magnetic Resonance Imaging, 1990, NCME, 3/4" 
videotape 

• Nursing Week Awards Ceremony, 1990, WRAMC TV, 48:42, 3/4" videotape 

• Object Relations Therapy, Dr. Jill Scharff, 1990, WRAMC TV, 31:33, 1" videotape 

• Pathology of Nonhuman Primates, Reel 1 of 2, 1990, WRAMC TV, 62:00 
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• Pathology of Nonhuman Primates, Reel 2 of 2, 1990, WRAMC TV, 49:00 

• Pathology of Nonhuman Primates, Dr. McClure, 1990, WRAMC TV, 109:0, 1/2" 
videotape 

• Patient Observation: Christopher I. Punsolan 22 August 1990, 1990, WRAMC TV, 45:00, 
1" videotape 

• Patient Observation: Christopher I. Punsolan 24 August 1990, 1990, WRAMC TV, 45:00, 
1" videotape 

Pediatric Trauma: Critical Management Issues, 1990, Network for Continuing Medical 
Education & Roche Laboratories, 48:00, 3/4" videotape 

Perspectives On the Practice of Geriatric Medicine, 1990, Network for Continuing 
Medical Education & Roche Laboratories, 48:00, 3/4" videotape 

• Pre Operative Teaching: Hip Patients, 1990, WRAMC TV, 14:03, 1" videotape 

Preventing HIC Infection and AIDS: Taking the Next Steps, 1990, U.S. Centers for Disease 
Control, 1/2" videotape 

Psychiatry Grand Rounds: Creation of the Teacher by Kenneth L. Artiss, MD (7 June 
1990), Part 1, 1990, WRAMC TV, 68:39, 3/4" videotape 

• Pulmonary Infarction: Radiologic Pathologic Correlation, 1990, WRAMC TV, 53:00, 3/4" 
videotape 

• Radiology of Funny Feet, 1990, WRAMC TV, 52:20, 3/4" videotape 

• Radiology of Sports Injury, 1990, WRAMC TV, 47:45, 3/4" videotape 
Recombinant DNA Technology: Building a New Pharmacopeia, 1990, Genentech, Inc., 
1/2" videotape 

• Selected Viral Diseases of Nonhuman Primates, Reel 1 of 2, 1990, WRAMC TV, 62:00 

• Selected Viral Diseases of Nonhuman Primates, Reel 2 of 2, 1990, WRAMC TV, 36:00 

• Selected Viral Diseases of Non Human Primates, Dr. Zack, 1990, WRAMC TV, 98:00, 1/2" 
videotape 

• Situs and the Cardiac Apex, 1990, WRAMC TV, 46:28, 3/4" videotape 

Something in Common (copy 1), 1990, California Network of Self Help Centers, 13:00, 
1/2" videotape 

Something in Common (copy 2), 1990, California Network of Self Help Centers, 13:00, 
1/2" videotape 

Sports Medicine and the Primary Care Physician, 1990, Network for Continuing Medical 
Education & Roche Laboratories, 48:00, 3/4" videotape 

• Surgical Correction of Congenital Heart Disease, 1990, WRAMC TV, 51:28, 3/4" 
videotape 

Surgical Placement of Permanent Epidural Catheters for Cancer Pain Relief 
(Subcutaneous Port), 1990, WRAMC TV, 13:21, 1" videotape 

• Techniques for Rapid Inhalation in Pediatrics, 1990, Anaquest/Rainbow Film and Video 
Tape Production, 19:46, 1/2" videotape 

• Tetrology of Fallot and Other Right Heart Lesions, 1990, WRAMC TV, 54:03, 3/4" 
videotape 
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• Transposition and the Transposition Complex, 1990, WRAMC TV, 53:03, 3/4" videotape 

• Truncus Arterious, 1990, WRAMC TV, 42:33, 3/4" videotape 

Update On the Immunology of Autoimmune Disease, 1990, Network for Continuing 
Medical Education & Roche Laboratories, 48:00, 3/4" videotape 

• Urinary Tract Infection in Infants and Children: The Role of Radiology, 1990, WRAMC TV, 
55:50, 3/4" videotape 

• VSD, PDA, and Other Left to Right Shunts, 1990, WRAMC TV, 47:14, 3/4" videotape 

• Vascular Rings and Aortic Arch Anomalies, Part 1, 1990, WRAMC TV, 41:31, 3/4" 
videotape 

• Vascular Rings and Aortic Arch Anomalies, Part 2, 1990, WRAMC TV, 44:21, 3/4" 
videotape 

• Veterinary Opthalmic Pathology, Part 1 of 2, 1990, WRAMC TV, 53:00 

• Veterinary Opthalmic Pathology, Part 2 of 2, 1990, WRAMC TV, 48:00 

• Video Journal of Medicine: Nonsurgical Treatment of Gallstones; Neck Pain; AIDS 
Antibody Testing, 1990, Roche/Visual Information Systems Inc., 1/2" videotape 

• Vital Interests: Keeping Your Cholesterol under Control / From the Heart: People Talk 
about Lowering Cholesterol, 1990, Merck / Eidetics, Inc., 1/2" VHS 

Walter Reed "Army Medicine in Vietnam" transfer from internegative, audio on 1 and 2, 
bars and tones at head, 1990, WRAIR Film Collection, 27:00, 3/4" 
Welcome to Walter Reed Army Medical Center Nutrition Care Directorate, 1990, 
WRAMC TV, 7:14, 1" videotape 

What's With You My Friend? Images of Depression, 1990, Mental Health Association of 
Minnesota, 22:80, 1/2" videotape 

• Wrist Trauma, 1990, WRAMC TV, 51:16, 3/4" videotape 

• Young Woman in Psychotherapy, 1990, WRAMC TV, 33:48, 1" videotape 

Satellite G Blood Glucose System: A New Class in Professional Blood Glucose Testing, 
1990, MediSense, Inc., 20:00, VHS videotape 

• "DEPMEDS" M1022 Dolly Set, 1991, Department of the Army/WRAMCTV, 31:00, VHS 
videotape 

• "DEPMEDS" Shelter Tactical Expandable ISO, 1991, Department of the Army/WRAMC 
TV, 27:00, VHS videotape 

(short pieces on depression, copy 1), 1991, National Institute of Mental Health, 2:30, 
1/2" videotape 

(short pieces on depression, copy 2), 1991, National Institute of Mental Health, 2:30, 
1/2" videotape 

• AIDS: The Team Approach, 1991, Network for Continuing Medical Education & Roche 
Laboratories, 48:00, 3/4" videotape 

• Accelerating Teen Sexual Activity: The Physician's Response, 1991, Network for 
Continuing Medical Education & Roche Laboratories, 49:00, 3/4" videotape 

• Acute Viral Hepatitis, Pathology by Kamal G. Ishak, M.D. Ph. D, 1991, AFIP Department of 
Hepatic and Gastrointestinal Pathology / WRAMC TV, 40:30, VHS videotape 
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• Acute Viral Hepatitis: Clinical by Jay H. Hoofnagle, M.D., 1991, AFIP Department of 
Hepatic and Gastrointestinal Pathology / WRAMC TV, 56:00, VHS videotape 

• Aedes Albopictus "The Asian Tiger Mosquito", 1991, Department of the Army/WRAMC 
TV, 20:00, VHS videotape 

• Alzheimer's Disease: Is Today's Science Tomorrow's Management?, 1991, Network for 
Continuing Medical Education & Roche Laboratories, 48:00, 3/4" videotape 

• American Society of Microbiology ICAAC (Interscience Conference on Antimicrobial 
Agents & Chemotherapy) '91. Problematic Nosocomial Pathogens: New Strategies for 
Control, Part 1, 1991, Network for Continuing Medical Education & Roche Laboratories, 
60:00, 3/4" videotape 

• American Society of Microbiology ICAAC (Interscience Conference on Antimicrobial 
Agents & Chemotherapy) '91. Problematic Nosocomial Pathogens: New Strategies for 
Control, Part 2, 1991, Network for Continuing Medical Education & Roche Laboratories, 
60:00, 3/4" videotape 

• Anatomy and Physiology of the Respiratory System, 1991, Department of the 
Army/WRAMC TV, 10:00, VHS videotape 

Benign Tumor of the Liver by Lionel Rabin, M.D., 1991, AFIP Department of Hepatic and 
Gastrointestinal Pathology / WRAMC TV, 48:30, VHS videotape 

• Binder for Visual Information Center Procedures 1988 1991, 1991, WRAMC Visual 
Information Library 

Breast Cancer Tissue: 1991, 1991, Network for Continuing Medical Education & Roche 
Laboratories, 50:00, 3/4" videotape 

Case Presentations by Linda A. Murakata, M.D., 1991, AFIP Department of Hepatic and 
Gastrointestinal Pathology / WRAMC TV, 27:10, VHS videotape 

• Child Abuse: A Legal Analysis, 1991, WRAMC TV, 53:00, 1" videotape 

• Child Diagnostic Interview Anne Wake, Ph.D.; Patient: Edwin, 1 May 91., 1991, WRAMC TV, 
58:44, 1" videotape 

• Child Diagnostic Interview Anne Wake, Ph.D.; Patient: Edwin, 1 May 91., 1991, WRAMC 
TV, 77:32, 1" videotape 

• Child Molestation, 1991, WRAMC TV, 60:00, 1" videotape 

• Chronic Cholestasis, Pathology by Zachary D. Goodman, M.D. Ph.D, 1991, AFIP 
Department of Hepatic and Gastrointestinal Pathology / WRAMC TV, 59:10, VHS 
videotape 

• Chronic Hepatitis, Clinical by Leonard B. Seeff, M.D., 1991, AFIP Department of Hepatic 
and Gastrointestinal Pathology / WRAMC TV, 48:00, VHS videotape 

• Chronic Hepatitis, Pathology by Zachary D. Goodman, M.D., Ph.D, 1991, AFIP 
Department of Hepatic and Gastrointestinal Pathology / WRAMC TV, 62:00, VHS 
videotape 

• Circle of Recovery, 1991, MPT, 56:38, 1/2" videotape 

• Combat Camera Comes of Age, 1991, Department of the Army/WRAMC TV, 11:00, VHS 
videotape 
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• DEPMEDS Tent Extendable Modular Personnel (TEMPER), 1991, Department of the 
Army/WRAMCTV, 50:00, VHS videotape 

• DOD and the Family Advocacy Command Assistance Team, 1991, WRAMC TV, 42:16, 1" 
videotape 

Department of Defense Sexual Assault Determination Kit, 1991, Department of the 
Army/WRAMCTV, 24:00, VHS videotape 

Depression: The Storm Within (copy 1), 1991, American Psychiatric Association, 28:33, 
1/2" videotape 

Depression: The Storm Within (copy 2), 1991, American Psychiatric Association, 28:33, 
1/2" videotape 

Desert Shield Mobilization: Safety Lessons Learned, 1991, Department of the 
Army/WRAMCTV, 14:00, VHS videotape 

• Drug Induced Cholestatic Injury: Pathology by Florable G. Mullick, M.D., 1991, AFIP 
Department of Hepatic and Gastrointestinal Pathology / WRAMC TV, 31:55, VHS 
videotape 

• Drug Induced Hepatocellular Injury: by Kamal G. Ishak, M.D. Ph.D, 1991, AFIP 
Department of Hepatic and Gastrointestinal Pathology / WRAMC TV, 41:30, VHS 
videotape 

Drug Induced Liver Injury, Clinical by Hyman J. Zimmerman, M.D., 1991, AFIP 
Department of Hepatic and Gastrointestinal Pathology / WRAMC TV, 42:50, VHS 
videotape 

• Essentials of Screening Sinus Computed Tomography, 1991, WRAMC TV, 53:03, 3/4" 
videotape 

Establishment of a Work Hardening Program, Katherine Maurath, MD; Practical Aspects of 
Setting Up a Work Hardening Program, Julie Collier, PT, 1991, WRAMC TV, 68:00, 1" 
videotape 

• Family & Marital Therapy Ed, Maria & Children, 12 Jun 91, 1991, WRAMC TV, 44:40, 1" 
videotape 

• Family & Marital Therapy Ed, Maria & Children, 19 Jun 91, 1991, WRAMC TV, 42:00, 1" 
videotape 

• Family & Marital Therapy, Dr. Anne Wake; Patients: Ed & Maria, 30 May 1991, 1991, 
WRAMC TV, 42:12, 1" videotape 

• Family & Marital Therapy, Dr. McDougall, 10/21/91, 1991, WRAMC TV, 19:30, 1" 
videotape 

• Family & Marital Therapy, Patient O'Donnell, 16 Aug 91, 1991, WRAMC TV, 57:00, 1" 
videotape 

• Family & marital therapy. Dr. McDougall, 10/21/91, 1991, WRAMC TV, 45:00, 1" 
videotape 

• Family & marital therapy. Dr. Searles, 9 Oct 91, 1991, WRAMC TV, 58:00, 1" videotape 
Family Communication: Judy Blume, 1991, Planned Parenthood Federation of America, 
Inc., 00:50, 3/4" videotape 
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Family Therapy Session, Patricia Davis, MSW, 8/13/91, 1991, WRAMCTV, 90:00, 1" 
videotape 

Family Therapy, 5 Aug 91, 1991, WRAMC TV, 46:00, 1" videotape 

Family Therapy, Dr. Doris Snow, 12 Aug 91, 1991, WRAMC TV, 59:00, 1" videotape 

Family and Marital Therapy 17 July 1991: Ms. "E" Session 3, 1991, WRAMC TV, 50:00, 1" 

videotape 

Family and Marital Therapy: Patient Alicea 17 Dec 90, 1991, WRAMC TV, 48:30, 1" 
videotape 

Family and Marital Therapy: Patient Lerman, 1991, WRAMCTV, 45:30, 1" videotape 

Fourth Annual Hyman J. Zimmerman Lecture. Recent Advances in the Virology of 

Hepatitis Viruses by Robert H. Purcell, M.D., 1991, AFIP Department of Hepatic and 

Gastrointestinal Pathology / WRAMC TV, 58:30, VHS videotape 

Functional Capacity Evaluation, Dennis Hart, PhD, PT, 1991, WRAMCTV, 52:00, 1" 

videotape 

General Powell Visits Walter Reed, 1991, WRAMCTV, 08:07, 1" videotape 
HIV: Education and Eradication Program, 1991, WRAMCTV, 39:40, 1" professional 
Health Care Security an Essential Element in Patient Care, 1991, Department of the 
Army/WRAMCTV, 12:00, VHS videotape 

Hepatic Transplantation, Pathology by Rodney S. Markin, M.D., Ph. D, 1991, AFIP 
Department of Hepatic and Gastrointestinal Pathology / WRAMC TV, 48:50, VHS 
videotape 

Hepatobiliary Manifestations of AIDS by Thomas G. Brewer, M.D. and Kamal G. Ishak, 
M.D, Ph.D. „ 1991, AFIP Department of Hepatic and Gastrointestinal Pathology / 
WRAMC TV, 57:00, VHS videotape 

Hepatocellular Carcinoma: an update by Adrian M. Di. Bisceglie, M.Med F.C.P. (S.A.), 
1991, AFIP Department of Hepatic and Gastrointestinal Pathology / WRAMC TV, 36:45, 
VHS videotape 

Highlights of Clinical Pathology, Part I, 1991, WRAMC TV, 52:45 
Highlights of Clinical Pathology, Part II, 1991, WRAMC TV, 55:11 
Hospital Safety, 1991, Department of the Army/WRAMCTV, 22:00, VHS videotape 
I, Rehabilitation: The Diabetic Amputee. II. Battered Women in your Practice., 1991, 
Network for Continuing Medical Education & Roche Laboratories, 49:00, 3/4" videotape 
I. A Conversation With E. Donnall Thomas, Recipient of the 1990 Nobel Prize for 
Medicine. II. The Mind in Health and Healing: the UCLA Program in 
Psychoneuroimmunology. III. Hyperlipidemia in the Elderly., 1991, Network for 
Continuing Medical Education & Roche Laboratories, 45:00, 3/4" videotape 
I. Acute Hand Injuries: Initial Evaluations and Management. II. Severe Cocaine Toxicity: 
Treatment of Agitated Delirium., 1991, Network for Continuing Medical Education & 
Roche Laboratories, 38:00, 3/4" videotape 

\. Cochlear Multi Channel Implant: The Bionic Ear. II. Respiratory Problems Associated With 
Farming. III. Status Asthmaticus: Meeting The Increasing Challenge., 1991, Network for 
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Continuing IVIedical Education & Roche Laboratories, 48:00, 3/4" videotape 
I. Emergency Room Guidelines for Severe Burns. II. Current Management of Anaerobes in 
Perioperative Infection., 1991, Network for Continuing Medical Education & Roche 
Laboratories, 45:00, 3/4" videotape 

I. No Scalpel Vasectomy. II. Screening for Carcinoma of the Prostrate: A Diagnostic 
Dilemma., 1991, Network for Continuing Medical Education & Roche Laboratories, 
47:00, 3/4" videotape 

I. Patient Controlled Analgesia for Better Postoperative Pain Control. II. NSAID Induced 
Gastroduodenal Injury: A Clinical Update, 1991, Network for Continuing Medical 
Education & Roche Laboratories, 42:00, 3/4" videotape 

I. Photodynamic Therapy. II. The Initial Evaluation of Head Trauma. III. Report from 
Japan: Harmonizing Ancient Tradition and Modern Medicine., 1991, Network for 
Continuing Medical Education & Roche Laboratories, 45:00, 3/4" videotape 
I. Reflex Sympathetic Dystrophy: Diagnosis and Treatment. II. Current Management of 
Carotid Artery Disease., 1991, Network for Continuing Medical Education & Roche 
Laboratories, 46:00, 3/4" videotape 

I. Syphilis Update: An Emerging Crisis for Pregnant Women and Newborns. II. Syncope: 
Current Diagnosis, Evaluation, and Management., 1991, Network for Continuing Medical 
Education & Roche Laboratories, 43:00, 3/4" videotape 

I. The Febrile Child. II. Taking the Mystery Out of AIDS Clinical Trials., 1991, Network for 
Continuing Medical Education & Roche Laboratories, 45:00, 3/4" videotape 
I. Transesophageal Echocardiography for the Anesthesiologist. II. Melanoma Prevention 
and Screening: The Australian Approach, 1991, Network for Continuing Medical Education 
& Roche Laboratories, 45:00, 3/4" videotape 

Identifying Child Abuse Tape 1, 1991, WRAMC TV, 56:58, 1" videotape 
dentifying Child Abuse Tape 2, 1991, WRAMC TV, 39:48, 1" videotape 

Interview with LTC Jean Reeder, President, Association of Operating Room Nurses, Inc., 

1991 1992, 1991, WRAMC TV, 52:24, 1" videotape 

Introduction to Combat Medicine, 1991, WRAIR, 8:30, 3/4" videotape 

Introduction to Hepatic Histopathology by Zachary D. Goodman, M.D. Ph.d, 1991, AFIP 

Department of Hepatic and Gastrointestinal Pathology / WRAMC TV, 65:00, VHS 

videotape 

Judy Blume, 1991, Planned Parenthood Federation of America, Inc., 00:50, 1/2" 
videotape 

Life Matters Series: AIDS, 1991, Department of the Army/WRAMC TV, 28:00, VHS 
videotape 

Life Matters Series: Addiction, 1991, Department of the Army/WRAMC TV, 28:00, VHS 
videotape 

Life Matters Series: Alzheimer's Disease, 1991, Department of the Army/WRAMC TV, 
27:00, VHS videotape 

Life Matters Series: Arthritis, 1991, Department of the Army/WRAMC TV, 28:00, VHS 
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videotape 

• Life Matters Series: Breast Cancer, 1991, Department of the Army/WRAIVIC TV, 28:00, 
VHS videotape 

• Life Matters Series: Depression, 1991, Department of the Army/WRAMC TV, 28:00, VHS 
videotape 

• Life Matters Series: Diabetes, 1991, Department of the Army/WRAMC TV, 28:00, VHS 
videotape 

• Life Matters Series: Epilepsy, 1991, Department of the Army/WRAMC TV, 28:00, VHS 
videotape 

• Life Matters Series: Glaucoma, 1991, Department of the Army/WRAMC TV, 28:00, VHS 
videotape 

• Life Matters Series: Heart Attack, 1991, Department of the Army/WRAMC TV, 27:00, 
VHS videotape 

• Life Matters Series: Obesity, 1991, Department of the Army/WRAMC TV, 28:00, VHS 
videotape 

• Magnetic Resonance Imaging of the Female Pelvis, 1991, WRAMC TV, 49:59, 3/4" 
videotape 

• Malignant Tumors of the Liver by Zachary D. Goodman, M.D., Ph.D, 1991, AFIP 
Department of Hepatic and Gastrointestinal Pathology / WRAMC TV, 65:00, VHS 
videotape 

• Maxillofacial Protective Device, 1991, WRAIR, 6:00, VHS SP videotape 

• Meat Department Safety, 1991, Department of the Army/WRAMC TV, 17:00, VHS 
videotape 

• Medical Management of Low Back Pain, David Borenstein, MD, reel 1, 1991, WRAMC 
TV, 60:00, 1" videotape 

• Medical Management of Low Back Pain, David Borenstein, MD, reel 2, 1991, WRAMC 
TV, 40:00, 1" videotape 

• Medical Marvels (copy 1), 1991, NBC, 3:11, 1/2" videotape 

• Medical Marvels (copy 2), 1991, NBC, 3:11, 1/2" videotape 

Military Boarding Process and its Contribution to Disability, LTC Jim Hickman, reel 2, The, 
1991, WRAMC TV, 26:00, 1" videotape 

Military Process and its Contribution to Disability, LTC Jim Hickman, reel 1, The, 1991, 
WRAMC TV, 60:00, 1" videotape 

• Multi Disciplinary Panel Discussion of Child Abuse, 1991, WRAMC TV, 81:28, 1" 
videotape 

• Narcotic Security and Record Keeping (copy 1), 1991, WRAMC TV, 20:57, 3/4" videotape 

• Narcotic Security and Record Keeping (copy 2), 1991, WRAMC TV, 20:57, 3/4" videotape 

• Narcotic Security and Record Keeping, 1991, WRAMC TV, 20:57, 1" videotape 

• Nine Months, 1991, WETA TV26, 24 1/2" videotapes 

Occupational Assessment of MOS Job Classifications in the Army, MAJ Valerie Rice, PhD, 
OT, 1991, WRAMC TV, 50:00, 1" videotape 
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• Patient Interview 24 Jun 91., 1991, WRAIVIC TV, 20:53, 1" videotape 
Performance Planning: What the Aircraft Can and Can't Do, 1991, Department of the 
Army/WRAMCTV, 6:00, VHS videotape 

Primary Biliary Cirrhosis & Primary Sclerosing Cholangitis, Clinical by Adrian M. Di 
Bisceglie, M.MED.,F.C.P. (S.A.), 1991, AFIP Department of Hepatic and Gastrointestinal 
Pathology / WRAMC TV, 37:20, VHS videotape 

Problem Airways: Identification and Management, 1991, Network for Continuing 
Medical Education & Roche Laboratories, 48:00, 3/4" videotape 
Problems from Conception to Birth: Understanding Early Human Development, 1991, 
Network for Continuing Medical Education & Roche Laboratories, 48:00, 3/4" videotape 

• Project Face to Face, 1991, (Kevin Kerdash?), 14:20, 1/2" videotape 

Quality Assurance and the JCAHO for Continuing Education and Staff Development LTC 
Jane Yaws, 1991, WRAMC TV, 74:34, 1" videotape 

• Reasons to Care: The Many Faces of HIV, 1991, American Red Cross, 34:27, 1/2" 
videotape 

Regional Equipment Video Tape 1, 1991, Synthes, VHS videotape 

Research in Mood Disorders, 1991, Network for Continuing Medical Education & Roche 

Laboratories, 48:00, 3/4" videotape 

Scientific Seminar: Non Lymphomas: Current Techniques and Concepts in Diagnosis, 
1991, WRAMC TV, 60:05, 1/2" videotape 

• Selected Orthopedic Diseases Part 1, 1991, WRAMC TV, 51:03, 

• Selected Orthopedic Diseases Part II, 1991, WRAMC TV, 45:15, 

• Self Help Pest Management, 1991, Department of the Army/WRAMCTV, 24:00, VHS 
videotape 

Sexual Identity Issues in Adolescents, 1991, Network for Continuing Medical Education 
& Roche Laboratories, 49:00, 3/4" videotape 

• Spectrum of Hepatopathies, 1991, WRAMC TV, 59:25, 

Suturing Techniques and Principles for the Emergency Room, 1991, Network for 
Continuing Medical Education & Roche Laboratories, 49:00, 3/4" videotape 

• The Changing World of Radiology, 1991, Network for Continuing Medical Education & 
Roche Laboratories, 49:00, 3/4" videotape 

• Trifood Training: Site Manager, 1991, Departmentof the Army/WRAMCTV, 27:00, VHS 
videotape 

• Vascular Diseases of the Liver by James Lewis, M.D., 1991, AFIP Department of Hepatic 
and Gastrointestinal Pathology / WRAMC TV, 43:20, VHS videotape 

• Vocational Aspects of Return to Duty; Jim Lightner, 1991, WRAMC TV, 32:00, 1" 
videotape 

WellAware: An Introduction to Healthy Living I Choose Wellness, 1991, Department of 
the Army/WRAMCTV, 23:00, VHS videotape 

WellAware: An Introduction to Healthy Living II Exercise, 1991, Department of the 
Army/WRAMCTV, 22:00, VHS videotape 
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WellAware: An Introduction to Healthy Living III Healthy Nutrition, 1991, Department of 
the Army/WRAMCTV, 23:00, VHS videotape 

WellAware: An Introduction to Healthy Living V Personal Environment, 1991, 
Department of the Army/WRAMC TV, 22:00, VHS videotape 

What Every Woman Should Know About Estrogen, 1991, Wyeth Ayerst Laboratories, 
1/2" videotape 

Working with the Hospital Ethics Committee, 1991, Network for Continuing Medical 
Education & Roche Laboratories, 48:00, 3/4" videotape 

• Your Diabetic Diet, 1991, Department of the Army/WRAMC TV, 20:00, VHS videotape 

• Abatement of Life Sustaining Treatment: An Overview of the Ethical and Legal 
Implications, 1992, AMEDD Center Health Sciences Media Division, Fort Sam Houston, 
TX, 89:35, VHS videotape 

• Activase: Alteplase, Recombinant, a Tissue Plasminogen Activator, 1992, Genentech, 
Inc., 1/2" videotape 

• Acupuncture for Pain Relief, 1992, Traditional Healing Films, Oakland University, 56:12, 
1/2" videotape 

• Advanced Directives, Surrogate Decision Making, Their Implications at the Bedside, 1992 
AMEDD Center Health Sciences Media Division, Fort Sam Houston, TX, 87:21, VHS 
videotape 

• Africanized Honey Bees, 1992, Department of the Army/WRAMCTV, 11:00, VHS 
videotape 

• An Ethical Basis for Military Medicine in Peace and War, 1992, AMEDD Center Health 
Sciences Media Division, Fort Sam Houston, TX, 84:18, VHS videotape 

• Aromatherapy in A Cardiac Post Surgery Ward, 1992, Traditional Healing Films, Oakland 
University, 31:00, 1/2" videotape 

• Audio Journal of AIDS Management, Spring 1992, 1992, Medical News Network, 
audiotape 

• Audio Journal of AIDS Management, Winter 1992, 1992, Medical News Network, 
audiotape 

• CONUS Medical Mobilization Planning Part 2, 1992, Department of the Army/WRAMC 
TV, 28:00, VHS videotape 

• Chemotherapy Tape 1/2/3, 1992, WRAMC TV, 62:00, 1" videotape 

• Chemotherapy Tape 1/2/3. Narration 23 Nov 92., 1992, WRAMC TV, 62:00, 1" videotape 

Complications of High Risk Pregnancy, 1992, Network for Continuing Medical Education 
& Roche Laboratories, 49:00, 3/4" videotape 

Confirmation of the Single Bullet Theory by Johann W. Rush and Dr. Michael West, copy 

1, 1992, Self produced, 15:30, 3/4" videotape 

Confirmation of the Single Bullet Theory by Johann W. Rush and Dr. Michael West, copy 

2, 1992, Self produced, 15:30, 1/2" videotape 

Contemporary Issues in Health Care Ethics Part 1, 1992, AMEDD Center Health Sciences 
Media Division, Fort Sam Houston, TX, 50:48, VHS videotape 
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Contemporary Issues in Health Care Ethics Part 2, 1992, AMEDD Center Health Sciences 
Media Division, Fort Sam Houston, TX, 46:50, VHS videotape 

• Contracting for Health Care Services, 1992, Department of the Army/WRAMCTV, 37:00, 
VHS videotape 

• Contrast Material: Physiologic Consideration, 1992, WRAMC TV, 49:27, 3/4" videotape 

• Contrast Material: Treatment of Acute Systemic Reactions, 1992, WRAMC TV, 42:44, 
3/4" videotape 

• Craniovertebral Junction, Part 1, 1992, WRAMC TV, 37:20, 3/4" videotape 

• Craniovertebral Junction, Part 2, 1992, WRAMC TV, 43:52, 3/4" videotape 
Current Contents on Diskette with Abstracts v. 3.0, 1992, Institute for Scientific 
Information, Inc., DOS software 

• DEPMEDS Utilities Power, 1992, Department of the Army/WRAMCTV, 21:00, VHS 
videotape 

• DOHA, Kuwait, 1992 

Depression: The Road to Recovery, 1992, Eli Lilly and Company, 1/2" videotape 

• Desert Shield/Storm Lessons Learned and Their Ethical Implications Pt 1, 1992, AMEDD 
Center Health Sciences Media Division, Fort Sam Houston, TX, 67:21, VHS videotape 

• Desert Shield/Storm Lessons Learned and Their Ethical Implications Pt 2, 1992, AMEDD 
Center Health Sciences Media Division, Fort Sam Houston, TX, 49:32, VHS videotape 
Diagnosis and Treatment of Hormone Secreting Pituitary Tumors, 1992, Interactive 
Medical Networks/Sandoz Pharmaceuticals Corporation, VHS videotape 

• Discussing Advance Directives With Patient and Families, 1992, WRAMC TV, 22:10, VHS 
videotape 

• Diseases of Primates, Tape 1 of 2, 1992, AFIP and USUHS 

• Diseases of Primates, Tape 2 of 2, 1992, AFIP and USUHS 

• Diseases of Zoo Animals, Tape 1 of 3, 1992, AFIP and USUHS, 21:00 

• Diseases of Zoo Animals, Tape 2 of 3, 1992, AFIP and USUHS 

• Diseases of Zoo Animals, Tape 3 of 3, 1992, AFIP and USUHS 

• Effect on Adult Development of Childhood Sexual Abuse, The, 1992, WRAMC TV, 12:46, 
1" videotape 

End Stage Renal Disease: Preventing Dialysis Through Early Recognition and Prevention, 
1992, Network for Continuing Medical Education & Roche Laboratories, 49:00, 3/4" 
videotape 

• Esophageal Pattern Analysis, 1992, WRAMC TV, 49:17, 3/4" videotape 

Ethical Considerations in the Field of Quality Management, 1992, AMEDD Center Health 
Sciences Media Division, Fort Sam Houston, TX, 83:11, VHS videotape 

• Family & Marital Therapy, 25 June 1992, Dr. Jill Scharff, 1992, WRAMC TV, 49:00, 1" 
videotape 

• Family Therapy 25 Sep 92 Dr. Scharff, 1992, WRAMC TV, 72:00, 1" videotape 
Family Therapy Session: Dr. Karyne Messina, Washington School of Psychiatry, 1992, 
WRAMC TV, 59:14, 1" videotape 
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• Family Therapy, Dr. Karyne E. Messina, 26 June 1992, 1992, WRAIVIC TV, 56:37, 1" 
videotape 

• Family Therapy, Justin Frank, M.D., Kristina MacGaffin, LicSW, 1992, WRAMC TV, 1" 
videotape 

• Family Therapy. A. Hyatt Williams, M.D.; Betty Lawrence, MSW. 4 March 1992, 1992, 
WRAMC TV, 54:00, 1" videotape 

• Family Therapy; A. Hyatt Williams, MD; Susan Blum, LisSW, 4 March 1992, 1992, 
WRAMC TV, 58:00, 1" videotape 

• Family Therapy; Dr. Karyne E. Messina, 2 Jul 92, 1992, WRAMC TV, 49:16, 1" videotape 
Gateway to Care: The Ethical Implications, 1992, AMEDD Center Health Sciences Media 
Division, Fort Sam Houston, TX, 86:43, VHS videotape 

• General Blanck's Promotion Ceremony, 30 October 1992, 1992, WRAMC TV, 10:30, 1" 
videotape 

• Guidelines for the Purchase and Care of Wigs, 1992, WRAMC TV, 16:17, 1" videotape 
HIV Disease Update, 1992, Network for Continuing Medical Education & Roche 
Laboratories, 50:00, 3/4" videotape 

HIV Management Update: Issues and Answers from the VIII International Conference on 
AIDS, 1992, Burroughs Wellcome Co., 1/2" videotape 

HIV Management in the Chemically Dependent Population, 1992, Burroughs Wellcome 
Co., 1/2" videotape 

HIV Treatment Algorithm, 1992, Burroughs Wellcome Co., 1/2" videotape 

Health Education and Communication: New Possibilities, 1992, National Health Council 

& National Museum of Health & Medicine, 11:32, 1" videotape 

High Resolution Computed Tomography in the Differential Diagnosis of Chronic 

Infiltrative Lung Disease, 1992, WRAMC TV, 52:54, 3/4" videotape 

• Hospital Safety, 1992, Department of the Army/WRAMC TV, 22:00, VHS videotape 

• I Serve the Soviet Union, 1992, WRAIR, 33:00, 3/4" videotape 

I. Current Challenges in Liver Transplantations. II. Managing the Grieving Patient., 1992, 

Network for Continuing Medical Education & Roche Laboratories, 45:00, 3/4" videotape 

I. Deep Anesthesia for Infants. II. Automated Percutaneous Lumbar Dyskectomy: A New 

Pathway to Pain Relief. III. Bacterial Cystitis: A Clinical Update., 1992, Network for 

Continuing Medical Education & Roche Laboratories, 45:00, 3/4" videotape 

\. Essential Tremor: Diagnosis and Treatment. II. Contemporary Immunization Practices. 

III. Laser Therapy in Vascular Lesions and Tattoo Removal., 1992, Network for 

Continuing Medical Education & Roche Laboratories, 45:00, 3/4" videotape 

I. Exercise and Optimal Aging. II. Chronic Cough. III. Approach to the Patient with Chronic 

Diarrhea., 1992, Network for Continuing Medical Education & Roche Laboratories, 

45:00, 3/4" videotape 

I. Hospice Care: An Interdisciplinary Approach. II. Human Papillomavirus: Diagnosis and 
Treatment. III. HPV Infection from an Oncologist's Viewpoint., 1992, Network for 
Continuing Medical Education & Roche Laboratories, 45:00, 3/4" videotape 
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• I. Identifying and IVIanaging Elder Abuse. II. Analrectal Surgery in HIV Positive Patients. 
III. Fundamentals of Dermatologic Surgery: Skin Grafts., 1992, Network for Continuing 
Medical Education & Roche Laboratories, 45:00, 3/4" videotape 

• I. Mind Your Bedside Manners. II. Biliary Endoscopy: A Clinical Review. II. 
Multidisciplinary Approaches for Managing Colon and Rectum Cancer., 1992, Network for 
Continuing Medical Education & Roche Laboratories, 41:00, 3/4" videotape 

• I. Neurological Emergencies in Head Trauma. II. Anesthetic Infusion Assisted by the 
Programmable Calculator. III. Screening for Epithelial Ovarian Cancer., 1992, Network for 
Continuing Medical Education & Roche Laboratories, 47:00, 3/4" videotape 

• Dental Ultrasonic/Sonic Scaling and Abrasive Procedures, 1997, Department of the 
Army/WRAMCTV, 9:47, VHS videotape 

• Dr. Letterman and Civil War Medicine, 1997, National Museum of Health and Medicine, 
83:00, 1/2" videotape 

• Hand Activated Dental Instruments: Anterior Sextants, 1997, Department of the 
Army/WRAMCTV, 8:57, VHS videotape 

• Hand Activated Dental Instruments: Posterior Sextants, 1997, Department of the 
Army/WRAMCTV, 7:15, VHS videotape 

Howard Hughes Medical Institute 1997 Holiday Lectures on Science Senses and 
Sensitivity, Exhibit Presentation, 1997, Howard Hughes Medical Institute, 13:30, VHS 
videotape 

• Medical Logistics Ready Now and for the Future, 1997, Department of the 
Army/WRAMCTV, 10:01, VHS videotape 

• Principles of Hand Activated Dental Instruments, 1997, Department of the 
Army/WRAMCTV, 6:19, VHS videotape 

• Use of Dental Assessment Instrumentation, 1997, Department of the Army/WRAMC TV, 
9:33, VHS videotape 

• What to Expect After Delivery: Maternal and Newborn Care, 1997, Department of the 
Army/WRAMCTV, 22:18, VHS videotape 

• A Day in the Life of an AMEDD Drill Sergeant, 1998, Department of the Army/WRAMC TV, 
6:01, VHS videotape 

• Andre Braugher Flu PSA, 1998, :30, VHS videotape --Ask the Family Doctor with Dr. Walt 
Larimore, 8:00PM 9:00PM, September 14, 1998, 1998, America's Health Network, VHS 
videotape 

Depleted Uranium Training for CCEP (Comprehensive Clinical Evaluation Program) Health 
Care Providers, Part 1, 1998, Department of the Army/WRAMCTV, 61:21, VHS videotape 

Depleted Uranium Training for CCEP (Comprehensive Clinical Evaluation Program) 
Health Care Providers, Part 2, 1998, Department of the Army/WRAMC TV, 54:35, VHS 
videotape 

• Dolphin Necropsy, 1998, Department of the Army/WRAMC TV, 46:46, VHS videotape 

• External Dolphin Anatomy, 1998, Department of the Army/WRAMCTV, 41:02, VHS 
videotape 
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• Frontline: Plague War, 1998, PBS, 57:00, 1/2" videotape 
History's Lost and Found, Episode 1, 1998, VHS videotape 
History's Lost and Found, Episode 2 (2 copies), 1998, VHS videotape 

• Internal Dolphin Anatomy, 1998, Department of the Army/WRAMC TV, 63:46, VHS 
videotape 

• Kurt Schmoke Flu PSA, 1998, :30, VHS videotape 

• Same Day Surgery: What to Expect, 1998, Department of the Army/WRAMC TV, 13:55, 
VHS videotape 

Standing in the Safety Zone: Baltimore Remembers the 1918 Flu Epidemic, 1998, 22:12, 
VHS videotape 

• Taking Control: Adherence and HIV/AIDS Medication. Patient Version., 1998, Northwest 
AIDS Education and Training Center (AETC), VHS videotape 

• Taking Control: Adherence and HIV/AIDS Medication. Provider Version., 1998, 
Northwest AIDS Education and Training Center (AETC), VHS videotape 

• The Doomsday Flu, Killer Epidemic of 1918, 1998, AFIP Public Affairs, 44:00, VHS 
videotape 

• The Doomsday Flu, Killer Epidemic of 1918, Educational Version, 1998, 14:33, VHS 
videotape 

• Walter Reed, 1998, VHS videotape 

Millions of Victims, and No Visible Symptoms. "Secreting in Your Mouth." "New Liquid 
Substance Extracted From Mouth." (copy 1), 1998?, Arthur H. Bloom, VHS videotape 
Millions of Victims, and No Visible Symptoms. "Secreting in Your Mouth." "New Liquid 
Substance Extracted From Mouth." (copy 2), 1998?, Arthur H. Bloom, VHS videotape 

• "1918 Influenza Epidemic," The Diane Rehms Show with Gina Kolata, 11/17/99, 
11:00am, 1999, audiotape 

• Army HEALTHWATCH: Edition 99 02 Summer '99. (copy 1), 1999, WRAMC TV, VHS 
videotape 

• Army HEALTHWATCH: Edition 99 02 Summer '99. (copy 2), 1999, WRAMC TV, VHS 
videotape 

• Army HEALTHWATCH: Edition 99 02 Summer '99. (copy 3), 1999, WRAMC TV, VHS 
videotape 

• Army HEALTHWATCH: Edition 99 02 Summer '99. (copy 4), 1999, WRAMC TV, VHS 
videotape 

• Army HEALTHWATCH: Edition 99 02 Summer '99. (copy 5), 1999, WRAMC TV, VHS 
videotape 

• Army HEALTHWATCH: Edition 99 03 Summer '99. (copy 1), 1999, WRAMC TV, VHS 
Videotape 

• Army HEALTHWATCH: Edition 99 03 Summer '99. (copy 2), 1999, WRAMC TV, VHS 
videotape 

• Army HEALTHWATCH: Edition 99 03 Summer '99. (copy 3), 1999, WRAMC TV, VHS 
videotape 
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• Battlefield Medicine (Master Print), 1999, History Channel, VHS videotape 
Battlefield Medicine (copy 2), 1999, History Channel, VHS videotape 

Biomedical Science for Space Travelers: Getting Your Bearings, 1999, Morehouse School of 
Medicine / Atlanta Educational Telecommunications Collaborative / NASA, audiocassette 
Biomedical Science for Space Travelers: Space Aging, 1999, Morehouse School of 
Medicine / Atlanta Educational Telecommunications Collaborative / NASA, 
audiocassette 

Biomedical Science for Space Travelers: Telemedicine: Health Over The Horizon, 1999, 
Morehouse School of Medicine / Atlanta Educational Telecommunications Collaborative 
/ NASA, audiocassette 

Biomedical Science for Space Travelers: The Enigma Force, 1999, Morehouse School of 
Medicine / Atlanta Educational Telecommunications Collaborative / NASA, audiocassette 
Biomedical Science for Space Travelers: The Human Clock, 1999, Morehouse School of 
Medicine / Atlanta Educational Telecommunications Collaborative / NASA, 
audiocassette 

• Creando Nuestro Futuro. Apego A Los Medicamentos Del VIH/SIDA, 1999, MedEd 
Media, 27:00, VHS videotape 

• Diane Rehm Show: Biological Warfare, The, 1999, National Public Radio / WAMU, 60", 
audiotape 

Epidemic! The World of Infectious Disease, 1999, Lee Patrick, American Museum of 
Natural History, VHS videotape 

• Modern Marvels: Battlefield Medicine, 1999, The History Channel, 50:00, VHS videotape 

• Prepared for the Year 2000: The Military Health System and Y2K, 1999, Department of 
Defense, VHS videotape 

• Soldiers Television Video News Releases, Week ending April 16, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending April 2, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending April 23, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending April 30, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending April 9, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending August 13, 1999, 1999, Multi 
Media Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending August 20, 1999, 1999, Multi 
Media Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending August 27, 1999, 1999, Multi 
Media Express and U.S. Army, VHS videotape 

Soldiers Television Video News Releases, Week ending February 26, 1999, 1999, Multi 
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Media Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending July 16, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending July 2, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending July 23, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending June 11, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending June 18, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending June 4, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending March 12, 1999, 1999, Multi 
Media Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending May 14, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending May 21, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

• Soldiers Television Video News Releases, Week ending May 7, 1999, 1999, Multi Media 
Express and U.S. Army, VHS videotape 

Soldiers Television Video News Releases, Week ending September 10, 1999, 1999, Multi 
Media Express and U.S. Army, VHS videotape 

• The Pest House Medical Museum and the Quaker Doctor, 1999, Pest House Medical 
Museum/Little Pond Productions, VHS 1/2" videotape 

• ABC News AIDS Interactive with Ted Koppel, 199?, ABC News, 1/2" videotape 

• Angioplasty, 199?, Princeton Pharmaceutical Products, 1/2" videotape 

B Glucose Analyzer: How It Works (copy 1), 199?, HemoCue, VHS videotape 

Basic HIV/AIDS Program: Fundamentals Video Segments, 199?, American Red Cross, 

06:22, 1/2" videotape 

• CHCS: Composite Health Care System "Responding with Innovation", 199?, SAIC, 24:19, 
1" videotape 

• California Health Decisions: "Partners in Health Care", 199?, 15:11, 1" videotape 
Cardiovascular Pathology, AFIP: #1 Wahl, Jerry #2 Berry, Carvey. Percutaneous Coronary 
Angioscopy Clinical Results with the Microvision (A.C.S.), 199?, WRAMC TV, 08:00, 1" 
videotape 

Couple Consultation during Treatment by Jill Savage Scharff: Melaine and Cecil (short 
version), 199?, WRAMC TV, 30:13, 1" videotape 

Introduction to the Workload Management System for Nursing, 199?, US Army, 13:57, 
1" videotape 

• Kids/AIDS, ca. 1990s, American Medical Television, 14:33, 1/2" videotape 
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• Medical Threat to Combat Forces in the IVIiddle East Operations, 199?, WRAIVIC TV, 
27:28, 1" videotape 

• Nicoderm Patient Instruction Video, 199?, Marion Merrel Dow, Inc., 1/2" videotape 

• Nicoderm Proper Use, 199?, Marion Merrel Dow, Inc., audiotape 

• Nicorette/Nicorette DS, 199?, Marion Merrel Dow, Inc., audiotape 

• SV 02: The Delicate Balance, 199?, Abbott Laboratory & Rainbow Production, 11:35, 
1/2" videotape 

• Understanding the Immune System: A New Frontier in Medicine, 199?, Roche 
Laboratories, 1/2" videotape 

• Army Medical Museum and Civil War Medical Photography, The (copy 2), 1997, National 

Museum of Health and Medicine, 66:00, 1/2" videotape 

Barefoot Without Embarrassment: Uncovering the Inside Story on Nail Fungus, 1997, 
Novartis Pharmaceuticals Corporation, 1/2" videotape 

• Channel 7 News, I Team Investigation [of Brucella at AFIP], 1997, Channel 7 News, 3:46, 
1/2" videotape 

• Coronal Polishing and Topical Fluoride Application, 1997, Department of the 
Army/WRAMCTV, 14:08, VHS videotape 

Dental Chair, Unit and Handpiece Maintenance, 1997, Department of the Army/WRAMC 
TV, 14:41, VHS videotape 

• Dental Operations and Patient Body Positioning, 1997, Department of the 
Army/WRAMCTV, 3:51, VHS videotape 

Dental Rubber Dam: Application and Removal, 1997, Department of the Army/WRAMC 
TV, 15:05, VHS videotape 

• Dental Scaling Instruments, 1997, Department of the Army/WRAMCTV, 4:44, VHS 
videotape 

2000s 

• Across Her Life Span, (copy 1), 2000, Office of Research on Women's Health / NIH, 6:00, 
VHS videotape 

• Across Her Life Span, (copy 2), 2000, Office of Research on Women's Health / NIH, 6:00, 
VHS videotape 

• Army HEALTHWATCH: Edition 00 01 Spring/Summer 2000. (copy 1), 2000, WRAMC TV, 
VHS videotape 

• Army HEALTHWATCH: Edition 00 01 Spring/Summer 2000. (copy 2), 2000, WRAMC TV, 
VHS videotape 

• Army HEALTHWATCH: Edition 00 01 Spring/Summer 2000. (copy 3), 2000, WRAMC TV, 
VHS videotape 

• Army HEALTHWATCH: Edition 00 01 Spring/Summer 2000. (copy 4), 2000, WRAMC TV, 
VHS videotape 
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• Army HEALTHWATCH: Edition 00 01 Spring/Summer 2000. (copy 5), 2000, WRAMC TV, 
VHS videotape 

• Army HEALTHWATCH: Edition 00 01 Spring/Summer 2000. (copy 6), 2000, WRAMC TV, 
VHS videotape 

• Malaria Stills from National Museum of Health and Medicine, 2000, NMHM, 18:28, 3/4" 

• Museum of the Macabre., 2000, Fox 5 News, 4:10, Beta 

• NMHM Civil War Medicine. Paul Sledzik. 8 March 2000., 2000, WRAMC TV, 57:35, Beta 

• Real MASH: The World of Combat Medicine, 2000, 50:00, VHS videotape 

• The XY Factor: Sex in World War I, 2000, The History Channel, VHS videotape 

21st Century Medicine: Human Hardware, 2001, Advanced Medical Productions, Inc., 
VHS videotape 

• Army HEALTHWATCH: Edition 01 01 Winter 2001. (copy 1), 2001, WRAMC TV, VHS 
videotape 

• Army HEALTHWATCH: Edition 01 01 Winter 2001. (copy 2), 2001, WRAMC TV, VHS 
videotape 

• Army HEALTHWATCH: Edition 01 01 Winter 2001. (copy 3), 2001, WRAMC TV, VHS 
videotape 

• HIV/AIDS Medical UPDATE July 2001, 2001, Northwest AIDS Education and Training 
Center (AETC), 29:00, VHS videotape 

Women Are Pathologists, 2001, National Institutes of Health, Office of Research on 
Women's Health, 28:00, VHS videotape 

Brain Awareness Week WUSA, 2002, Ogiivy Public Relations Worldwide, VHS videotape 

• C SPAN Broadcast of "Washington Journal", 2002, C SPAN, 60:00, VHS videotape 

• C SPAN in the Classroom, 2002, C SPAN, 6:28, VHS videotape 

C span on the Bus: C Span in the Classroom: National Museum of Health and Medicine 
(copy 1), 2002, C Span, 6:28, Beta videotape 

C span on the Bus: C Span in the Classroom: National Museum of Health and Medicine 
(copy 2), 2002, C Span, 6:28, VHS videotape 

Diane Rehm Show (May 2, 2002): Thomas Keneally: American Scoundrel, 2002, National 
Public Radio, 60:00, audiocassette 

Fresh Air with Terry Gross: Gretchen Worden, director of the Mutter Museum 
(November 5, 2002), 2002, National Public Radio, 40:00, audiocassette 

• NBC News 7 February 2002 Bomb Shelter Report, 2002, NBC, 4:01, VHS videotape 

• NBC News 7 February 2002. Bomb Shelter Report., 2002, WRC TV / NBC, 4:01, Beta 
videotape 

• NBC News 7 February 2002. Bomb Shelter Report., 2002, WRC TV / NBC, 4:01, VHS 1/2" 
videotape 

• Red Gold: The Epic Story of Blood (Part 1), 2002, PBS, 55:00, VHS 1/2" videotape 
Red Gold: The Epic Story of Blood: Blood and War, 2002, Films for the Humanities & 
Sciences, 58:00, VHS videotape 

Red Gold: The Epic Story of Blood: Magic to Medicine, 2002, Films for the Humanities & 
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Sciences, 58:00, VHS videotape 

Red Gold: The Epic Story of Blood: New Blood, 2002, Films for the Humanities & 
Sciences, 58:00, VHS videotape 

Red Gold: The Epic Story of Blood: Tainted Blood, 2002, Films for the Humanities & 
Sciences, 58:00, VHS videotape 

• This Week in History: Show 108, 2002, The History Channel, 60:00, VHS videotape 

• Unsolved History: Forensics in the White House, 2002, Pinball Productions, Inc., VHS 
videotape 

• WJLA Report on the National Museum of Health and Medicine, 2002, WJLA, 2:10, VHS 
videotape 

• WUSA Channel 9 Report on AFIP's 9/11 Exhibit, 2002, WUSA, 2:38, VHS videotape 

• Washington D.C. TV Station WUSA Channel 9 Report on "AFIP's 9/11 Exhibit", 11 August 
2002, 2002, WUSA, 2:38, Beta 

• Channel 5 FOX Morning News Segments on the AFIP Museum, 2003, FOX 5 News, 12:48, 
VHS videotape 

• Copy of rough cut: AFIP Museum at Baltimore, 2003, 5:30, VHS videotape 
Haba Na Haba (Little by Little): Stories of Culture, Health, and Community, 2003, 
University of Washington/Cascade Health Communication Group, 38:00, DVD 

• Lou Dobbs Moneyline, 2003, CNN, 60:00, VHS videotape 

• NBC Today Show Live Remote from WRAMC Concerning PVT Jessica Lynch, 2003, NBC, 
8:38, VHS videotape 

• Remains of the Holocaust, 2003, FOX 5 News, 8:55, VHS videotape 

• 1. AFIP History Day 2. Civil War 3. Smallpox, 2004, AFIP, 32:00, VHS videotape 

• CNN Headline News: Combat Medicine, 2004, CNN, 4:00, VHS videotape 

• Nova: Life and Death in the War Zone, 2004, PBS / Nova, 55:00, VHS videotape 

• Secrets of the Dead: Killer Flu, 2004, Granada Television forThirteen/WNET, 55:00, VHS 
videotape 

• Annual Artiss Symposium: Introduction, The Challenges of Treating the Combat Exposed, 
Mental Health Impact of Combat Duty in Iraq and Afghanistan, 2005, AFIP, DVD 

• Annual Artiss Symposium: Social Context and Post War Syndromes, Psychobiology of 
Stress and PTSD, Combat Stress Care Concepts and Practice During OIF II, 2005, AFIP, 
DVD 

• Annual Artiss Symposium: Therapeutic Implications of the Disability System, Coming 
Home but Not Returning to Normal, Separation, Grief, Stigma and Reintegration in 
Returning Soldiers and Their Families; Lessons Learned from Treating Returning..., 2005, 
AFIP, DVD 

• Chemical Terrorism Awareness Trainer, 2005, Florida Dept of Health Bureau of 
Laboratories, Chemical Terrorism Preparedness, recordable cd 

• Cases 9 to 12 by Lionel Rabin, 200?, AFIP Department of Hepatic and Gastrointestinal 
Pathology / WRAMC TV, 46:18, VHS videotape 

• Chronic Hepatitis: Pathology by Kamal G. Ishak., 200?, AFIP Department of Hepatic and 
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Gastrointestinal Pathology / WRAMC TV, 55:46, VHS videotape 
• Drug Induced Liver Injury Pathology by Florabel G. Mullick, 200?, AFIP Department of 
Hepatic and Gastrointestinal Pathology / WRAMC TV, 41:19, VHS videotape 
Hepatobiliary Manifestations of AIDS by Thomas G. Brewer and Kamal G. Ishak, 200?, 
AFIP Department of Hepatic and Gastrointestinal Pathology / WRAMC TV, 55:00, VHS 
videotape 

No Dates 

• "NCP National Consulting Panel TV Commercials", nd, Ciba Giegy Corp., 1/2" videotape 

• "NCP Physician Details", nd, Ciba Giegy Corp., 1/2" videotape 
( Unidentified Dental Pathology Film ), nd, 3/4" videotape 
(Eye Pathology), nd, color silent 16mm film 

(Eye Surgery), nd, color silent 16mm film 

(Leprosy in India), nd, Hochschule furTropenmedizin & Albert & Victoria Hospital in 

Calcutta, b&w silent 16mm film 

(Mt. Sinai film), nd, Amicon Corp., 3/4" videotape 

(Veterinary Pathology Lectures by AFIP Staff), nd, AFIP, 12 audiotape reels 

• 1. Aztec Hosp.Animation; 2. Old Med School (WRAIR); 3. LSTAT WRAIR, nd, WRAIR, VHS 
videotape 

1. Battlefield Surgery; 2. General Sickles, nd, VHS videotape 

• 1. USAMRID: Isolation Transfer Containment (in snow) (21:00); USAMRID: BL 4 Unit (P 4) 
(85:00), nd, WRAIR, 106:0, VHS videotape 

• l>Erblicheun Erwoibene Epilepsus. 2>Camp Stalag 118 (MM343). 3>Silent German 
Epileptic Film, nd, VHS videotape 

2. Occipitaler ImpressionsschuB mit Duraund Sinusverletzung. Heb., Oberschtz., 18 
Jahre., nd, 400', b&w sound 16mm film 

• 406th Medical Gen Lab, nd, b&w silent 16mm film 

• 41st Evacuation Hospital, nd, 100', color silent 16mm film 

• 48th General Hospital Eye Prosthesis [/Dental?], nd, 500', color silent 16mm film 
801st Evacuation Squadron (Training), nd, 50', b&w silent 16mm film 

• A Methodology Study of Roentgen Signs, nd, AFIP, audiotape 

• A Neurologist Looks at Learning Disabilities in Children, nd, WRAMC, 60:00, 3/4" 
videotape 

• A Neurologists Looks at Learning Disabilities in Children, nd, WRAMC, 15:00, 3/4" 
videotape 

• A New Method of Suturing Blood Vessels, nd. Central Publicity Department, Imperial 
Chemical Industries Limited, London, 200', b&w silent 16mm film 

• A Systematic, Logical, and Sensible Approach to Partial Denture Design, Reel 1, nd. 
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WRAMC, 54:00, 3/4" videotape 

• A Technique for Producing Acute Coronary Occlusion in the Closed Chest Dog, nd, 
Kansas University Medical Center, 350', color sound 16mm film 

• A Winged Scourge, nd, 16mm 

• ABA Mock Trial: U.S. vs. Oswald, nd, Court TV, 1/2" videotape 

• AFIP Building, nd, 16mm color 

• AFIP Change of Command 1959, nd, 400', color silent 16mm film 

• AIDS Mailing. Press Coverage. News, nd, VHS videotape 

• AIDS Memorial Quilt: "A Visible Symbol", nd. The NAMES Project Foundation, 11:00, VHS 
videotape 

• AIDS Press Conference (Actual Mailing), nd, VHS videotape 

• AIDS Test, nd, WRAMC TV, VHS videotape 

• AIDS and Health Care Workers. Narrated by Dr. Robert E. Windom, nd, WRAMC TV, VHS 
videotape 

• AMEDD Property Accounting System, Copy 4, nd, 10:03 

• AMX 4 Mobile X Ray Unit Videotape Program, nd, GE Medical Systems Service Training 
Institute, VHS videotape 

• ASMART, nd. Department of the Army/WRAMC TV, 9:00, VHS videotape 

• Abdominal Gamesmanship, nd, WRAMC, 58:00, 3/4" videotape 

• Abnormal Air Distribution in the Neonatal Abdomen, nd, WRAMC, 51:00, 3/4" videotape 

• Accident on the Way to Happening, nd. United States Navy, 25:00, 

• Acrylic Veneer Crown Preparations, nd, N.M.A.C., 55:42, 3/4" videotape 

• Activities of Microglia, nd, Pomerat Living Cell Series, 400', b&w sound 16mm film 

• Activities of Oligodendroglia, C. M. Pomerat, Ph. D., nd, Pomerat Living Cell Series, 400', 
b&w sound 16mm film 

• Acute Renal Failure, nd, WRAMC TV, 56:00, 3/4" videotape 

• Addicts Taking Shots, nd, 10:00, 1/2" videotape 

• Administer First Aid or Treatment to Chemical Agent Casualties, nd. Department of the 
Army/WRAMC TV, 17:00, VHS videotape 

• Administering Intramuscular Subcutaneous Intradermal Injections, nd. Department of 
the Army/WRAMC TV, 37:00, VHS videotape 

• Adolescent Free Choice of Inpatient Care. A New Parameter in the Therapeutic Alliance, 
nd, WRAMC, 35:00, 3/4" videotape 

• Adrenal: Part 1, nd, WRAMC, 44:58, 3/4" videotape 

• Adrenal: Part 2, nd, WRAMC, 42:29, 3/4" videotape 

• Advancing Supplies, nd, 100', b&w silent 16mm film 

• Aerospace Pathology Exhibit (copy 1), nd, 10:29, Sony Betamax 

• Aerospace Pathology Exhibit (copy 2), nd, 10:29, Sony Betamax 

• Aerospace Pathology Exhibit (copy 3), nd, 10:29, Sony Betamax 

• Aid Station, nd, 100', 16mm b&w 

• Aids and Adolescents, nd, American Medical Association, 14:33, 1/2" videotape 
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• Air Evacuation, nd, 150', b&w silent 16mm film 

• Air Evacuation of Wounded India, nd, 200', color silent 16mm film 

• Air Force Autopsy Selections from USAF 23540, nd, 200', color silent 16mm film 

• Air Supply, nd, 50', b&w silent 16mm film 

• Aircraft Crash Test (Excerpts), nd 

• Aircraft Crash Test Composite, nd, 22:00 

• Aircraft Safety, nd, WGBH, 60:00 

• Alcohol & Drug, nd, WRAMC, 24:00, 3/4" videotape 

• Alcohol & Drug, nd, WRAMC, 42:00, 3/4" videotape 

• Alcohol Withdrawal and Detoxification, nd, A.H.S, 31:10, 3/4" videotape 

• Alcohol and Drug, nd, WRAMC, 14:30, 3/4" videotape 

• Alcohol and Drug, nd, WRAMC, 2:49, 3/4" videotape 

• Alcohol and Drug, nd, WRAMC, 2:50, 3/4" videotape 

• Alcohol and Drug, nd, WRAMC, 53:00, 3/4" videotape 

• Alcohol and Drug Abuse, nd, WRAMC, 3/4" videotape 

• Alcohol and You, nd, 30:00, 3/4" videotape 

• Alcoholism and the Physician Part 2, nd, O.C., 3/4" videotape 

• Alcoholism and the Physician Part 1 : Attitudes, nd, 20:00, 3/4" videotape 

• Alcoholism: A Critical Illness, Pathophysiology of Alcohol Abuse, nd, A.H.S, 30:58, 3/4" 
videotape 

• Alcoholism: A Critical Illness, Recognizing Alcoholism in the Hospitalized Patient, nd, 
A.H.S, 31:20, 3/4" videotape 

• Alcoholism: A Critical Illness, The Dynamics of Alcoholism; Intervention Therapies in 
Alcoholism, nd, WRAMC, 30:58, 3/4" videotape 

• Allergic Disease of the Lung, nd, WRAMC, 59:00, 3/4" videotape 

• Allergy Screening A Cost Effective Approach to Allergy Diagnosis, nd, Roche, 1/2" 

• Alternative Imaging Modalities, nd. Academy of Health Sciences, 54:00, 3/4" videotape 

• Amalgam Versus Composite Resin as Posterior Restorative Materials, nd, A.H.S, 40:00, 
3/4" videotape 

• Amalgam Versus Composite Resin as Posterior Restorative Materials, nd, A.H.S, 52:00, 
3/4" videotape 

• Amalgam Versus Composite Resin as Posterior Restorative Materials, nd, A.H.S, 60:00, 
3/4" videotape 

• Ambulation Paraplegics, nd, 800', color silent 16mm film 

• Ambulatory Patient Care, nd, WRAMC, 4:46, 3/4" videotape 

• American College of Radiology "Roentgen Anatomy of the Normal Heart" PRT #169, nd, 
American College of Radiology, 700', b&w sound 16mm film 

• Americans All, Office of the Coordinator of Inter American Affairs, nd, 23:20, VHS 
videotape 

• Amputation [Title on can: Artificial Limbs (incl. in PMF 5026], nd, 700', color silent 16mm 
film 
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• Amputees Using Their Artificial Limbs for Various Occupational and Recreational 
Activities, nd, 16mm 

• Amyotrophic Lateral Sclerosis, nd, American Association of Electromyography and 
Electrodiagnosis/WRAMCTV, VHS videotape 

• An Approach to the Abnormal Chest Roentgenogram Pulmonary Pattern Analysis, nd, 
A.H.S., 57:00, 3/4" videotape 

• An Approach to the Diagnosis Pulmonary of Interstitial Pulmonary Disease, nd, WRAMC, 
36:00, 3/4" videotape 

• An Approach to the Diagnosis of Cavity Pulmonary Disease, nd, WRAMC, 48:00, 3/4" 
videotape 

• An Introduction to Healthy Living VI Motivation for Change, nd. Whole Person Press, 
18:00, VHS videotape 

• An Overview of Complete and Partial Immediate Dentures, nd, A.H.S, 60:00, 3/4" 
videotape 

• An Overview of Paget's Disease, nd, WRAMC, 50:30, 3/4" videotape 

• Anatomic, Pathomechanic and Radiographic Correlations in Wrist Trauma, nd, A.H.S, 
60:00, 3/4" videotape 

• Anatomical Models in Health and Disease Artery Vein Nerve. Wayman R. Spence, M.D., 
nd. Health Insights Cassette Library Spenco Medical Corporation, Audio cassette tape 

• Anatomical Models in Health and Disease Kidney. Wayman R. Spence, M.D., nd. Health 

Insights Cassette Library Spenco Medical Corporation, Audio cassette tape 

• Anatomical Models in Health and Disease Liver. Wayman R. Spence, M.D., nd. Health 

Insights Cassette Library Spenco Medical Corporation, Audio cassette tape 

• Anatomical Models in Health and Disease Skin. Wayman R. Spence, M.D., nd. Health 

Insights Cassette Library Spenco Medical Corporation, Audio cassette tape 

• Anatomy of the Hand and Forearm, nd, American Society for Surgery of the Hand, 60:00, 
3/4" videotape 

• Andrews Air Force Base Smith Kline and French, Reel 4 of 8. Environmental Factors: 
Altitude, Speed G Forces, Toxins, Temperature, Noise, nd, 16mm color 

• Andrews Air Force Base Smith Kline and French, Reel 5 of 8., nd, 16mm color 

• Andrews Air Force Base Smith Kline and French, Reel 7 of 8., nd, 16mm color 

• Andrews Air Force Base Smith Kline and French, Reel 8 of 8., nd, 16mm color 

• Angela fund raising film for Leukemia, nd, 18:00, 16mm color 

• Angiography of Abdominal Bleeding Part 1, nd, WRAMC, 56:00, 3/4" videotape 

• Angiography of Abdominal Bleeding Part 2, nd, WRAMC, 60:00, 3/4" videotape 

• Ankle Trauma, nd, WRAMC, 48:00, 3/4" videotape 

• Anterior Pontic Adaptation, nd, NMAC, 41:39, 3/4" videotape 

• Antibiotics: Uses & Abuses, nd, Brooke Army Medical Center, 48:22, 3/4" videotape 

• Antabuse: Treatment of the Problem Drinker, nd, WRAMC, 46:00, 3/4" videotape 

• Approach to Bone Lesions Part 1, nd, WRAMC, 57:00, 3/4" videotape 

• Approach to Bone Lesions Part 2, nd, WRAMC, 48:00, 3/4" videotape 
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• Approach to Mid Facial Trauma, An, nd, WRAIVIC, 51:00, 3/4" videotape 

• Approach to Small Bowel Radiology Part 2, An, nd, WRAMC, 50:20, 3/4" videotape 

• Approach to Small Bowel Radiology, An, nd, WRAMC, 54:11, 3/4" videotape 

• Approach to the Child or Adolescent with a Chronic Psychiatric Disorder, nd, WRAMC, 
47:00, 3/4" videotape 

• Are You Convinced?, nd, FLI Learning Systems, Inc., 4:18, 16mm 

• Armed Forces Medical Museum "Capital Edition", nd, WRAMC TV, 1" videotape 

• Army Community Service, nd, WRAMC, 4:16, 3/4" videotape 

• Army Institute of Pathology, nd, color silent 16mm film 

• Army Institute of Pathology (Mallory), nd, color silent 16mm film 

• Army Medical Museum (stock) I, nd, 1600', color silent 16mm film 

• Army Medicine in Vietnam, nd, WRAIR, 27:00, D2 video MASTER 

• Army Medicine in Vietnam, nd, WRAIR Film Collection, 27:00, VHS 

• Army Surgeon General Telemedicine Briefing, nd. Department of the Army/WRAMCTV, 
VHS videotape 

• Arrow Wounds, nd, AFIP Office of Medical Examiner, b&w sound 16mm film 

• Art of Branchography, The, nd, WRAMC, 49:48, 3/4" videotape 

• Arthritis RPC, nd, A.H.S, 52:40, 3/4" videotape 

• Arthritis: Pathogenesis of Radiographic Abnormalities, nd, WRAMC, 46:07, 3/4" 
videotape 

• Artificial Limbs, nd, 100', b&w silent 16mm film 

• As It Should Be Done: Workplace Precautions Against Bloodborne Pathogens, nd. 
National Audiovisual Center, 24:10, VHS videotape 

• Asbestos and Asbestos Related Diseases, nd, WRAMC, 56:00, 3/4" videotape 

• A Spectrum of Fibrous and Fibro Osseous Lesions in Bone, nd, WRAMC, 54:00, 3/4" 
videotape 

• Accessories for the M17A1 Mask, nd, A.H.S, 12:00, 3/4" videotape 

• Assist With Sick Call Procedures Using and Algorithm, nd. Department of the 
Army/WRAMCTV, 16:05, VHS videotape 

• Assistant Chief of Staff, nd, WRAMC, 7:55, 3/4" videotape 

• Assistant Chief of Staff Support Services, nd, WRAMC, 7:56, 3/4" videotape 

• Atelectasis, nd, WRAMC, 44:00, 3/4" videotape 

• Attacks of the Mystery Shark, nd. National Geographic, VHS videotape 

• Attitudes Toward Alcoholism, nd, WRAMC, 27:00, 3/4" videotape 

• Anterior Dackes Crowns, nd, NMAC, 150:0, 3/4" videotape 

• Autopsy, nd, 16mm 

• Autopsy (trims), nd, 16mm 

• Autopsy, performed by Dr. Jakob Erdheim at Krankenhaus der Stadt Wien, Germany, 
September 1933, nd, 100', b&w silent 16mm film 

B Glucose Analyzer: How It Works (copy 2), nd, HemoCue, VHS videotape 
B Glucose Analyzer: How It Works (copy 3), nd, HemoCue, VHS videotape 
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• Baby Care Workshop Part 1, nd, 31:00, 3/4" videotape 

• Baby Care Workshop Part 2, nd, 34:00, 3/4" videotape 

Back Injury Prevention and Rehabilitation: Tape A. Causative Factors of Back Injuries. 
Social and Environmental Causes., nd. National Safety Council, VHS videotape 
Back Injury Prevention and Rehabilitation: Tape B. Ergonomics, nd. National Safety 
Council, 60:00, VHS videotape 

• Back to Reality, nd, Johnson Institute, 114:0, 1/2" videotape 

Bar Coding in Hospitals, nd, American Hospital Association, 26:00, 
Basic Autopsy Procedures. Working Print., nd, 16mm color 

Basic Principles of Arthropod Surveys: Flies, Mites, Ticks and Fleas, nd. Department of the 
Army/WRAMCTV, 10:00, VHS videotape 

• Below Knee Amputation, nd, WRAMC TV, 13:24, VHS 1/2" videotape 

• Benign Breast Diseases, nd, A.H.S., 47:00, 3/4" videotape 

Benign Pulmonary and Pseudotumors, nd, WRAMC, 58:00, 3/4" videotape 

• Benign Renal Neoplasms, nd, WRAMC, 54:49, 3/4" videotape 
Bilal's Dream, nd, American Lung Association, 12:00, 1/2" videotape 
Bilateral Ostectomy of the Ascending Ramus of the Mandible for Correction of 
Prognathism, Part 1, nd. College of physicians and surgeons A school of dentistry San 
Francisco, color silent 16mm film 

Bilateral Ostectomy of the Ascending Ramus of the Mandible for Correction of 
Prognathism, Part 2, nd, color silent 16mm film 

• Billings Microscope Collection. Dr. Adrianne Noe., nd, WRAMC TV, 40:43, Beta 
Bio Dynamics, nd, 13:30, 3/4" videotape 

Biochemical Genetic Precepts of the Disease of Alcoholisms, nd, A.H.S, 45:00, 3/4" 
videotape 

Biomechanics of Hand Movement, nd, American Society for Surgery of the Hand, 3/4" 
videotape 

Black Spaces for Slides, nd. Surgical Film & Videocassette Library, 23:00, 3/4" videotape 

• Blades, nd, WRAMC TV, 14:25, VHS 1/2" videotape 

Blastomicose, Sul America. University of Sao Paulo, Department of Microbiology and 
Immunology, nd, 987', color silent 16mm film 

Blind Program, Valley Forge General Hospital (Reel 1 of 4), nd, 4150', b&w silent 16mm 
film 

Blind Program, Valley Forge General Hospital (Reel 3 of 4), nd, 4150', b&w silent 16mm 
film 

Blind Program, Valley Forge General Hospital (Reel 4 of 4), nd, 4150', b&w silent 16mm 
film 

Blind Program, Valley Forge General Hospital, Reel 2 of 4, nd, 1245', b&w silent 16mm 
film 

• Blind Soldier Rehabilitation, nd, 24:00, Beta 

• Blind Soldier Rehabilitation, nd, WRAMC TV, 24:00, VHS videotape 
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• Blind Soldier Rehabilitation, Avon (in 4 reels) (Part 2 or 4?), nd, 1200', b&w silent 16mm 
film 

Blood Donation, nd, color silent 16mm film 

• Blood Pressure Readings, nd, WRAMC, 17:00, 3/4" videotape 
Bloodmobile, nd, 400', b&w silent 16mm film 

Body Defenses Against Disease, nd, ERPI Classroom Films, b&w sound 16mm film 
Body Fluid Glucose: The Orthotoludine Procedure, nd. Academy of the Health Sciences, 
10:04, 3/4" videotape 

Bowing Deformities of the Lower Extremities Diagnosis and Prognosis, nd, WRAMC, 
49:00, 3/4" videotape 

• Brigade, nd, WRAMC, 4:50, 3/4" videotape 

Bringing Hospice Home, nd. Biomedical Communications Center for Education 
Television, 15:00, 1/2" videotape 

British Hospital Ship, Sicily [views of a tank, a body, planes, etc.], nd. Signal Corps. Army 
Pictorial Service, 125', b&w silent 16mm film 

Bronchiectasis: Radiologic Pathologic Correlation, nd, WRAMC, 57:47, 3/4" videotape 

• Bubbles of Hyaline Membrane Disease, The, nd, WRAMC, 45:00, 3/4" videotape 

• Bubbles of the Belly, nd, WRAMC, 46:42, 3/4" videotape 

• Butter Is Made This Way (copy 2), nd, 10:51, 1/2" videotape 

CHAMPUS (Civilian Health and Medical Program of the Uniformed Services), nd. 
Academy of Health Sciences, 51:48, 3/4" videotape 

• CONUS Medical Mobilization Planning Part 1, nd. Department of the Army/WRAMC TV, 
29:00, VHS videotape 

• CT Staging of Renal Neoplasms: Pitfalls and Problems, nd, WRAMC, 35:02, 3/4" 
videotape 

• CT and MR of the Spine, Parti, nd, WRAMC, 49:31, 3/4" videotape 

• CT and MR of the Spine, Part2, nd, WRAMC, 34:14, 3/4" videotape 

• CT and MR of the Thoracic Circulation, nd, WRAMC, 57:52, 3/4" videotape 

• CT and Ultrasound Correlations in Renal Infections, nd, WRAMC, 36:55, 3/4" videotape 

• CUSP Occlusion in Dentures, Reel 2, nd, A.H.S, 9;00, 3/4" videotape 

• Caesarean Section, nd, 800', color silent 16mm film 

Can Defects: Examination and Identification, nd. Academy of the Health Sciences, US 
Army Institute of Veterinary Services, 19:42, 3/4" videotape 

• Cancer, nd, 35 mm film 

• Cancers, nd, 900', 16mm b&w 

• Cankers, Chancres, and Cancer, nd, WRAMC, 55:00, 3/4" videotape 

• Captain Silliphant, Director of AFIP, nd, 100', b&w silent 16mm film 

Cardiac Emergency Care, nd, 35 mm film 

• Cardiopulmonary Complications of Renal Transplantation, nd, WRAMC, 56:00, 
3/4" videotape 
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Care & Rehabilitation of Spinal Cord Injuries, nd, 1500', color silent 16mm film 
Care and Rehabilitation of Spinal Cord Injuries / Spinal Fusion, nd, 800', color silent 
16mm film 

Care and Rehabilitation of Spinal Cord Injuries copy 1, nd, 1500', color silent 16mm 
film 

Care and Rehabilitation of Spinal Cord Injuries copy 2, nd, 1500', color silent 16mm 
film 

Casualty Reporting, nd. Academy of Health Sciences, 51:28, 3/4" videotape 

• Cattle & Sheep, Tape 10 & 11, nd, 114:0, 1/2" videotape 

• Cattle & Sheep, Tape 12, nd, 60:00, 1/2" videotape 

Center of Excellence and Golden Isles Trailer, nd, AFIP, 18:21, VHS videotape 

Certain Victory: The U.S. Army in the Gulf War, nd. Department of the 

Army/WRAMC TV, 44:00, VHS videotape 

Cesarean Section, r. 1, nd, color silent 16mm film 

Cesarean Section, r. 3, nd, color silent 16mm film 

Cesarean Section, r. 4, nd, color silent 16mm film 

Cesarean Section, r. 7, nd, color silent 16mm film 

Chemotherapeutic Approach, nd, B.A.M.C, 57:07, 3/4" videotape 

Child Psychiatry: Playroom Interviews, nd, 3/4" videotape 

Child and Adolescent Psychiatry Symposium: Panel Discussion, nd, WRAMC, 35:00, 
3/4" videotape 

• Cholera Clinical and Laboratory Diagnosis, nd, WRAMC TV, 13:13, VHS 1/2" 
videotape 

• Choosing the Right Ventilator Principles... M. Berry Leboeuf, RN, BS, nd, WRAMC TV, 
74:53, VHS videotape 

Cine Coronary Arteriography, nd, 16mm 

Cine Coronary Arteriography, American Heart Association Teaching Film, nd, 
American Heart Association, 900', b&w sound 16mmfilm 
Cineplastic Operation (inci in PMF 5062), nd, 350', color silent 16mm film 
Cineradiography of Chest, Skull and Foot (German), nd, 600', b&w silent 16mm film 

Civil War Journal: Battlefield Medicine, nd, Greystone Productions/History TV, VHS 
videotape 

Classic Signs OF Inflammatory Bowel Disease, nd, A.H.S, 58:00, 3/4" videotape 

• Clinical Case Presentation, nd, WRAMC, 57:00, 3/4" videotape 

• Clinical Case Presentation, nd, WRAMC, 59:00, 3/4" videotape 

• Clinical Grand Rounds: Assessment of the Older Adult Patient, nd, WRAMC, 68:00, 
VHS videotape 

Clinical Precepting, nd. Academy of the Health Sciences TV, 15:00, VHS videotape 
Clinical Significance of Flexon and extension Injuries of the Cervical Spine, The, nd, 
WRAMC, 54:00, 3/4" videotape 

Clinico Pathological Conference, Cooke County Hospital, Chicago, Illinois, nd, 16mm 
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color 

Closing a Diastema, nd. University of Missouri, 31:50, 3/4" videotape 
Coccidioidomycosis, nd, 275', color silent 16mm film 

Cognitive Impairment in Alcoholism and Implication for Treatment, nd, WRAMC, 45:00, 
3/4" videotape 

Colostomy, nd, 350', color silent 16mm film 
Colostomy, Reel 1 of 6, nd, 2500', color silent 16mm film 

Combat Casualty Care Course, nd. Academy of Health Sciences, 60:00, 3/4" videotape 
Combat Evacuation Philippines [on can]; 9 male patients dermatitis (tropical), 4th General 
Hospital Evacuation of Wounded by Hospital Ship, Philippines? [on note in can], nd, 300', 
color silent 16mm film 

Common Diseases of Synovial Lined Joints, nd, WRAMC, 49:10, 3/4" videotape 

• Components M17A1 Mask, nd, A.H.S, 6:00, 3/4" videotape 

Composite Health Care System " Responding With Innovation", nd, 24:19, 3/4" 
videotape 

Composite Reel, mostly skin graft operations, nd, 1500', b&w silent 16mm film 

• Computed Tomography of the Central Nervous System, nd, WRAMC, 41:00, 3/4" 
videotape 

• Computed Tomography of the Central Nervous System, nd, WRAMC, 49:00, 3/4" 
videotape 

Concept and Postoperative Management: Flexible Implant Resection Arthroplasty in the 
Hand and the Extremities, nd, American Society for Surgery of the Hand, 3/4" videotape 
Congenital Absence of the Radius, nd, American Society for Surgery of the Hand, 3/4" 
videotape 

• Congenital Hip Dislocation and Other Hip Diseases of Children, nd, WRAMC, 56:00, 3/4" 
videotape 

Considerations in Design and Execution, nd, A.H.S, 60:00, 3/4" videotape 
Considerations in Design and Execution, nd, A.H.S, 7:00, 3/4" videotape 

• Considerations in Outpatient Treatment of the Alcoholic, nd, WRAMC, 26:00, 3/4" 
videotape 

Construction of Artificial Limbs, nd, 16mm color 

Construction of a Tantalum Plate and its Insertion into the Cranium, nd, WRAMC TV, 
28:23, VHS 1/2" videotape 

Contagious Diseases, nd, 50', color silent 16mm film 

Contemporary Complete Dentures, nd, WRAMC, 51:00, 3/4" videotape 

Contemporary Complete Dentures Part 2, nd, WRAMC, 60:00, 3/4" videotape 

Contraction of Actomycin Threads, nd, Karolinska Institute, Stockholm, Department of 

Experimental Histology, 220', b&w silent 16mm film 

Conversation With Magic (Copy 1), nd. Nickelodeon, 27:21, 1/2" videotape 

Conversation With Magic (Copy 2), nd. Nickelodeon, 27:21, 1/2" videotape 

Conversation With Magic (Copy 3), nd. Nickelodeon, 27:21, 1/2" videotape 
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Conversation With IVIagic (Copy 4), nd. Nickelodeon, 27:21, 1/2" videotape 
Coronary Care Workshop: Electrocardiographic Interpretation, Part 1, nd, 53:30, 3/4" 
videotape 

Coronary Care Workshop: Mechanisms of Dysrhythmias, Part 1, nd, 55:00, 3/4" 
videotape 

Counseling in the Educational Setting "Prescribed Counselor Responses", nd. Academy of 
Health Sciences, 09:56, 3/4" videotape 

Cranial Muscle EMG, nd, American Association of Electromyography and 
Electrodiagnosis/WRAMCTV, VHS videotape 

Cranioplasty by Insertion of Preformed Tantalum Plate, nd, 400', color silent 16mm film 
Craniotomy, Tripler General Hospital Part 2, nd, 250', color silent 16mm film 
Craniotomy Depressed Fracture, Tripler General Hospital, Part 1, nd, 400', color silent 
16mm film 

Crash Survival of Flying Safety, 1, nd, 50:00, 
Crash Survival of Flying Safety, 2, nd, 35:00, 

Creepy Healers, nd. National Geographic Television and Film, 57:20, VHS videotape 
Crisis Awareness & Management: One Day at a Time, nd. Academy of Health Sciences, 
29:58, 3/4" videotape 

Crisis Intervention, nd, Brooke Army Medical Center, 55:55, 3/4" videotape 

• Crisis Intervention and Restraint. HM3 Davidson. HM3 Hanlon., nd, WRMACTV, 50:00, 
VHS videotape 

Crystals Exposed, nd, 100', b&w silent 16mm film 
Crystals Exposed, nd, 50', b&w silent 16mm film neg 

• Ct and MR of the Hilum, nd, WRAMC, 59:07, 3/4" videotape 

• Ct and the Airways, nd, WRAMC, 58:31, 3/4" videotape 

Culdoscopic Technic and Cinematography, nd, 600', color sound 16mm film 

Cusp Occlusion in Dentures, Reel 1, nd, A.H.S, 61:00, 3/4" videotape 

Customer Demonstration Video Sure Med Automated Distribution System, nd, Baxter, 

VHS videotape 

• Cut Section, nd, WRAMC TV, 12:09, VHS 1/2" videotape 

Cutaneous Vascular Phenomenon associated with Functioning Carcinoid Tumor, nd, 
150', color sound 16mm film 

Cystic Compound Complex Odontoma With Osteo Muco Periosteal Flap, nd, 400', color 
silent 16mm film 

• Dairy Industry, The (copy 2), nd, 10:40, 1/2" videotape 

Das Nervensystem und der Krieg, nd, b&w silent 16mm film 

Das Nervensystem und der Krieg (copy 2), nd, 300', b&w silent 16mm film 
Date with Disaster #1, nd, 1100', color sound 16mm film 

• DeCoursey Atomic Bomb Footage, nd, WRAMC TV, 49:00, VHS videotape 

• Death Sleep, nd. Department of the Army/WRAMC TV, 5:00, VHS videotape 
Decontamination of Thermometers, nd. Academy of Health Sciences, 3:35, 3/4" 

OHA 253 
Page 106 of 143 



videotape 

Defense Against Invasion (Location [?]), nd, color sound 16mm film 

Defense Driving Course: Coaching the Emergency Vehicle Operator Ambulance, nd. 

Department of the Army/WRAMC TV, 51:00, VHS videotape 

Delivery and Adjustment of Complete and Removable Partial Dentures, nd, A.H.S, 51:00, 
3/4" videotape 

Dental Surgery, nd, 800', b&w silent 16mm film 

• Department of Nursing, nd, WRAMC, 3:35, 3/4" videotape 

• Department of Nursing, nd, WRAMC, 3:38, 3/4" videotape 
Dermatone Grafts, nd, 300', color silent 16mm film 

Developing Battle Focused Training: Select Squad, Team Leader, and Individual Tasks, 

nd. Department of the Army/WRAMC TV, 20:00, VHS videotape 

Developing a Community Program in Narcotics Rehabilitation, nd, A.H.S, 24:42, 3/4" 

videotape 

Developing an Amedd Trainer, nd. Academy of Health Sciences, 59:39, 3/4" videotape 

Developmental Aspects of Cognition in Alcoholism, nd, WRAMC, 50:00, 3/4" videotape 

Diagnosis and Treatment Planning, nd, 60:00, 3/4" videotape 

Diagnosis of Hidden Congenital Anomalies: Choanal Atresia, Laryngeal Stenosis, 

Esophageal Atresia, Intestinal Obstruction, Rectal Atresia, Cleft Palate, Diaphragmatic 

Hernia, nd, March of Dimes, 350', color sound 16mm film 

Diagnosis of Renovacular Hypertension, The, nd, WRAMC, 42:07, 3/4" videotape 

• Diagnosis of Sella and Juxtasellar Lesions Part 1, nd, WRAMC, 54:00, 3/4" videotape 

• Diagnosis of Sella and Juxtasellar Lesions Part 2, nd, WRAMC, 60:00, 3/4" videotape 
Diagnostic Dilemmas: Aphasia, AIDS, Zinc Deficiency, nd. Biomedical Communications 
Center for Education Television, 1/2" videotape 

• Diagnostic Test I, Reel 2, nd, AFIP, 24:00, 3/4" videotape 
Diarrheal Epidemic Control, nd, 400', color silent 16mm film 

• Differential Diagnosis in Spinal Diseases, nd, WRAMC, 49:38, 3/4" videotape 
Differential Diagnosis of Appendicular Arthritis, nd, WRAMC, 57:35, 3/4" videotape 

• Differential Diagnosis of Mediastinal and Pulmonary Cysts, nd, WRAMC, 45:00, 3/4" 
videotape 

Differential Discharge Planning and Discharge Planning Coordination, nd, WRAMC, 
62:00, 3/4" videotape 

Diphyllobothrium Latum, a Tapeworm in Man I, German, nd, Bayer, 700', b&w silent 
16mm film 

Discharge Planning Information Systems, nd, WRAMC, 46:00, 3/4" videotape 

• Disease of Primates, nd, 101:0, 1/2" videotape 
Disease of the Horse, Tape 4, 5 & 6, nd, 1/2" videotape 

• Diseases of Dog & Cat, Tape 7 & 8, nd, 120:0, 1/2" videotape 

• Diseases of Dog & Cat, Tape 9, nd, 57:21, 1/2" videotape 

Diseases of Lab. Animals, Diseases of Primates, nd, 19:13, 1/2" videotape 
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Displaced Persons, nd, b&w sound 16mm film 

Dissection of the Wrist, nd. Health Video Dynamics, Inc., VHS videotape 
Documentary I and II (with presentation), nd, WRAMCTV, VHS videotape 

• Does Your Patient Hear What You Say, nd, 42:00, 3/4" videotape 

• Dr. Middleton, nd, AFIP, 16mm 

Draping for Surgical Procedure, nd, A.H.S, 24:45, 3/4" videotape 

• Drawover Anesthesia, nd, WRAIR, 16:30, VHS S videotape 
Dressing for Third Degree Burns, nd, 400', color silent 16mm film 

• Drug Abuse and AIDS, nd. National Institute of Drug Abuse, 27:28, 1/2" videotape 
Drug and Radiation Induced Pulmonary Disease, nd, WRAMC, 55:00, 3/4" videotape 
Dye Transfers Through Renal Tubules, nd, 250', color sound 16mm film -Dynamics of a 
Crash/Safety Belts Save Lives/Risk/Headache. Copy 1, nd, 07:00, 16mm 

Dynamics of a Crash/Safety Belts Save Lives/Risk/Headache. Copy 2, nd, 07:00, 16mm 

• EEO, nd, WRAMC, 5:07, 3/4" videotape 

• EEO, nd, WRAMC, 5:10, 3/4" videotape 

• EFMB & The Soldier Medic, nd, A.H.S, 59:59, 3/4" videotape 

EFMB (Expert Field Medical Badge) and the Soldier Medic, nd. Academy of Health 
Sciences, 59:59, 3/4" videotape 

• EPMS, nd, A.H.S, 55:36, 3/4" videotape 

Eagle ll/S ll/Pneumotach, nd. Warren E. Collins Video Manual, 58:55, 
Ear, Nose & Throat Surgery, nd, b&w silent 16mm film 
Ear, Nose & Throat Surgery, nd, 900', b&w silent 16mm film 

• Ear, Nose & Throat Surgery, Reel 3 of 3, nd, 1200', 16mm b&w 

Edgewood Film (Original not to be loaned)[Edgewood Arsenal?], nd, 200', b&w silent 
16mm film 

Edgewood Film (Print) [Edgewood Arsenal?], nd, 200', b&w silent 16mm film 

• Education Center, nd, WRAMC, 3:55, 3/4" videotape 

Effects of Electromagnetic Radi[a]tion on Tissue, nd, AFIP, 16mm 

Effects of Metallic Ions and Osmotic Disturbances on the Heart, nd, 400', b&w sound 

16mm film 

• Effects of Nuclear Weapons, nd, A.H.S, 58:38, 3/4" videotape 
Egg Candling, nd, 400', color silent 16mm film 

Eggs (Egg Candling), nd, 250', color silent 16mm film 

• Electrical Safety in Hospitals, nd, WRAMC TV, 29:00, VHS videotape 
Electrostatics, nd, ERPI Classroom Films, b&w sound 16mm film 
Electrosurgery, nd, 60:00, 3/4" videotape 

Embarkation Point, nd, 25', b&w silent 16mm film 

Emergency Surgery Gun Shot Wound and Colostomy (left), 2nd Part Gun Shot Wound 
Right Thigh, Nerve Transplant, nd, 400', color silent 16mm film 

• Emergency War Surgery Handbook, nd, WRAMC TV, 1:52, 3/4" videotape 
Emergency War Surgery Handbook (copy), nd, WRAMC TV, 1:52, VHS videotape 
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Emit Drug Detection System, nd, 36:00, 3/4" videotape 

• Endodontic Periodontal Disease, nd, WRAMC, 6:33, 3/4" videotape 
Endodontics Diagnosis and Case Selection Part 2, nd, A.H.S, 15:36, 3/4" videotape 
Endodontics Preparation of the Root Canal, nd, A.H.S, 14:08, 3/4" videotape 
Endodontics Pulp Morphology and Effective Access PT 1 The Anterior Teeth, nd, A.H.S, 
19:35, 3/4" videotape 

Endodontics Pulp Morphology and Effective Access Part 2 The Bicuspid Teeth, nd, A.H.S, 
11:39, 3/4" videotape 

• Extended Uses of Acid Etch, nd, A.H.S, 47:00, 3/4" videotape 

Enter with Caution (also on film can: Medical Supply Armed Forces), nd, 14:00, 16mm 
b&w 

Equine Incordination Study of a case, nd, color silent 16mm film ANSCO 

• Esophageal Motility Disorders, nd, WRAMC, 55:00, 3/4" videotape 

• Establish and Maintain a Sterile Field, nd. Department of the Army/WRAMC TV, 7:00, 
VHS videotape 

Evacuation Hospital Activities, nd, 200', b&w silent 16mm film 

• Evacuation of 189 Patients 4th General Hospital to the U.S.A. copy 1, nd, 220', b&w 
silent 16mm film 

• Evacuation of 189 Patients 4th General Hospital to the U.S.A. copy 2, nd, 220', b&w 
silent 16mm film 

• Evacuation of Medical Facilities, nd. Department of the Army/WRAMC TV, 17:00, VHS 
videotape 

Evacuation of Wounded, ATTU, nd, 300', b&w silent 16mm film 

Evaluation With Dr. Scherockman(?) Different Results with Williamson 3 Bite Blocks sizes 
1/2, 3/4, and 1", nd, AFIP?, 3/4 inch videotape 

Evaluation of Neurosensory Hearing Loss, nd, WRAMC, 54:49, 3/4" videotape 
Excision of Herniated Nuclear Pulposus, nd, 16mm sil 

Executing Battle Focused Training Executing Squad Training, nd. Department of the 
Army/WRAMC TV, 16:00, VHS videotape 

Expert Field Medical Badge, nd, AMEDD Center Health Sciences Media Division, Ft. Sam 
Houston, TX, 22:02, VHS videotape 

Extended Uses of Acid Etch Techniques, nd, A.H.S, 60:00, 3/4" videotape 
Extended Uses of Acid Etch Techniques, nd, A.H.S, 60:00, 3/4" videotape 

• Extent of Psychopathology in Children of Two Parent Families, nd, WRAMC, 40:00, 3/4" 
videotape 

• External Dolphin Anatomy, nd. Department of the Army/WRAMC TV, 41:02, VHS 
videotape 

• Eye Open, nd, WRAMC TV, 12:43, VHS 1/2" videotape 
Eye Surgery, nd, color silent 16mm film 

Eye and Face Protection in Chemical Laboratories, nd, WRAMC TV, 13:58, VHS videotape 
Eyewitness to Gastroscopy, nd, 16mm color 

OHA 253 
Page 109 of 143 



F. Edward Hebert School of Medicine, Uniformed Services University of the Health 
Sciences, nd. Uniformed Services University of the Health Sciences, 17:00, 1/2" 
videotape 

Facial Nerve Paralysis, nd, 1200', color silent 16mm film 

Facial Surgery, nd, 700', color silent 16mm film 
Facial Surgery, nd, 800', color silent 16mm film 

• Family Problem Cluster Analysis, nd, WRAMC, 29:00, 3/4" videotape 
Farewell to Col Davis, nd, AFIP, VHS videotape 

• Female Uniform Update, nd, A.H.S, 59:46, 3/4" videotape 

• Female Uniform Update, nd, WRAMC, 59:46, 3/4" videotape 
Femoral Nerve Anastomosis, nd, 300', color sound 16mm film 

• Fetal Alcohol Syndrome, nd, WRAMC, 46:00, 3/4" videotape 

• Field Protection Mask Fitting and Drill, nd. Army Medical Department, 44:11, 3/4" 
videotape 

Field Trial Chemoprophylaxis of Scrub Typhus, nd, 166', color silent 16mm film 

• Field Water Supply & Waste Disposal, nd, A.H.S, 59:58, 3/4" videotape 

Film on Quarantine Procedures, Colonel Kines (?), nd, 350', color silent 16mm film 

• Fire Safety in Health Care Facilities, nd. Department of the Army/WRAMCTV, 20:00, VHS 
videotape 

• Fire in the Patient Care Facility, nd, WRAMC, 30:00, 3/4" videotape 

• First Aid for Wounds and Fractures, nd, WRAMC, 21:00, 3/4" videotape 

• Fixed Prosthodontics Part 1, nd, WRAMC, 38:46, 3/4" videotape 

• Fixed Prosthodontics Part 2, nd, WRAMC, 55:16, 3/4" videotape 

Flexible Implant Arthroplasty in the MP, PIP and DIP Joints and the Thumb, nd, American 
Society for Surgery of the Hand, 3/4" videotape 
Flexible Package, nd, Elcomp, 1/2" videotape 
Foods and Nutrition, nd, 16mm 

• Foot Amputation, nd, WRAMC TV, 09:10, VHS 1/2" videotape 
Foot Sores Deep Cavities, nd, 300', color silent 16mm film 

Footage shot for film on malnutrition in Germany by D.P. Nutrition Teams, Reel 1, nd, 
700', 16mm color 

• For the Sake of Life, nd, WRAMC, 28:00, 3/4" videotape 

• Forensic Dentistry, nd, WRAMC, 62:00, 3/4" videotape 
Forensic Pathology Autopsy, nd, DOD, 35:07, 

• Form Function and Anterior Esthetics, nd, WRAMC, 60:00, 3/4" videotape 

Fresh Fruits & Vegetables Inspecting for Defects: Apples, nd. Academy of the Health 

Sciences, US Army Institute of Veterinary Services, 10:58, 3/4" videotape 

Fresh Fruits & Vegetables Inspecting for Defects: Bananas, nd. Academy of the Health 

Sciences, US Army Institute of Veterinary Services, 11:05, 3/4" videotape 

Fresh Fruits & Vegetables Inspecting for Defects: Carrots, nd. Academy of the Health 

Sciences, US Army Institute of Veterinary Services, 9:16, 3/4" videotape 
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Fresh Fruits & Vegetables Inspecting for Defects: Celery, nd. Academy of the Health 

Sciences, US Army Institute of Veterinary Services, 11:06, 3/4" videotape 

Fresh Fruits & Vegetables Inspecting for Defects: Lettuce, nd. Academy of the Health 

Sciences, US Army Institute of Veterinary Services, 14:14, 3/4" videotape 

Fresh Fruits & Vegetables Inspecting for Defects: Oranges, nd. Academy of the Health 

Sciences, US Army Institute of Veterinary Services, 9:05, 3/4" videotape 

Fresh Fruits & Vegetables Inspecting for Defects: Potatoes, nd. Academy of the Health 

Sciences, US Army Institute of Veterinary Services, 12:20, 3/4" videotape 

Fresh Fruits & Vegetables Inspecting for Defects: Tomatoes, nd. Academy of the Health 

Sciences, US Army Institute of Veterinary Services, 10:57, 3/4" videotape 

Friends Are Good Medicine, nd. Friends Network, 1/2" videotape 

Frost Bite Feet Part 2, nd, 200', color silent 16mm film 

Full Crown Preparation Pinledge Preparation, nd, N.M.A.C., 60:00, 3/4" videotape 
Full and Partial Denture Prosthetics, nd, color silent 16mm film 

• Functional Dysfunction, nd, WRAMC, 58:00, 3/4" videotape 
Fundamental Life Science Series, nd, US Army, 35 mm film 

Fundamentals of Radio Communication for the Combat Medic Using AN/PRC 77, nd. 
Department of the Army/WRAMC TV, 7:00, VHS videotape 

Funktionell motorische Reiz und Lahmungs Zustande bei Kriegsteilnehmern und deren 
Heilung durch Suggestion in Hypnose, nd, Allgemeines Krankenhaus Hamburg 
Eppendorf, b&w silent 16mm film 

• Gl Parasitic Disease, nd, WRAMC, 56:18, 3/4" videotape 

• Gl Radiology in the Elderly, nd, A.H.S., 60:00, 3/4" videotape 
Gander Crash, nd, 24:37, 

Gen Bernstein: Intro to Alcohol and Drug Abuse, nd, 3/4" videotape 

General Laboratory Activities, nd, 250', b&w silent 16mm film 

Germ Free Animals in Medical Research, nd. Public Health Service, 600', color sound 

16mm film 

Gift from Mrs. Timm, nd, DOD Defense Audiovisual Agency, 16:58, 3/4" videotape 
Golden Harvest, nd, 9:55, 1/2" videotape 

• Good Pilots, Bad Decisions, nd. Department of the Army/WRAMC TV, 4:00, VHS 
videotape 

• Granulomatous Renal Infections, nd, WRAMC, 51:00, 3/4" videotape 
Granulomatous Renal Inflammation, nd, WRAMC, 55:05, 3/4" videotape 
Granulomatous and Ulcerative Colitis, nd, WRAMC, 62:37, 3/4" videotape 

• Granulomatous and Ulcerative Colitis Part 1, nd, WRAMC, 58:50, 3/4" videotape 
Group Therapy with Heroin Addicts, nd, 22:42, 3/4" videotape 

Guest Lecture: V. Ramalingaswami, MD., All India Institute of Medical Science, New 
Delhi, India, nd, WRAMC TV, 1800', b&w sound 16mm film 

• Guidelines for Laser Safety, nd. Department of the Army/WRAMC TV, 31:00, VHS 
videotape 
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Guinea Pig Interactions, nd, 100', color silent 16mm film 

Gunshot Wound Perforation of Large Bowel Colostomy, 66th Port Surg Hosp attached to 
clearing company, 7th Med Bn, nd, 400', color silent 16mm film 
Gunshot Wound Right Ear Surg., nd, 300', color silent 16mm film 
Gunshot Wound Thigh, nd, 100', color silent 16mm film 

• HIGH IMPACT: Substance Abuse and HIV Care, nd. Northwest AIDS Education and 
Training Center (NE AETC), 28:04, VHS videotape 

• HIV 1 Elisa Demonstration, nd, 13:46, 1/2" videotape 

HIV/AIDS Historical Montage, nd, American Red Cross, 1/2" videotape 

• HRD, nd, WRAMC, 9:53, 3/4" videotape 

• HRD, nd, WRAMC, 9:54, 3/4" videotape 

Hand Ditching for Malaria Control in South Carolina, nd, 16mm 

• Haunted Hotels 301: When the Lights Go Out, nd. Authentic Entertainment, Inc., 49:30, 
VHS videotape 

Haynes Camera, Aircraft Accident Investigation, nd, color silent 16mm film 

Health Edco Wall Chart Program: Diseases and Injuries of the Musculoskeletal System. 

Wayne R. Spence, M.D., nd. Health Edco, Inc., Audio cassette tape 

Health Edco Wall Chart Program: Diseases of the Central Nervous System. Wayne R. 

Spence, M.D., nd. Health Edco, Inc., Audio cassette tape 

Health Edco Wall Chart Program: Diseases of the Female. Wayne R. Spence, M.D., nd. 
Health Edco, Inc., Audio cassette tape 

Health Edco Wall Chart Program: Diseases of the Heart. Wayman R. Spence, M.D., nd. 
Health Edco, Inc., Audio cassette tape 

Health Edco Wall Chart Program: Diseases of the Male Pelvis. Wayne R. Spence, M.D., 
nd. Health Edco, Inc., Audio cassette tape 

Health Edco Wall Chart Program: Diseases of the Respiratory System. Wayne R. Spence, 
M.D., nd. Health Edco, Inc., Audio cassette tape 

Health Edco Wall Chart Program: Diseases of the Urinary System. Wayne R. Spence, 
M.D., nd. Health Edco, Inc., Audio cassette tape 

Health Heroes Series: Edward Jenner and the Story of Smallpox Vaccination (copy 1), nd. 
Metropolitan Life Insurance Co., 35mm film strip 

Health Heroes Series: Edward Jenner and the Story of Smallpox Vaccination (copy 2), nd. 
Metropolitan Life Insurance Co., 35mm film strip 

Health Heroes Series: Edward Livingston Trudeau and the Crusade Against Tuberculosis 
(copy 1), nd. Metropolitan Life Insurance Co. / E.J. Barnes Associates, 35mm film strip 
Health Heroes Series: Edward Livingston Trudeau and the Crusade Against Tuberculosis 
(copy 2), nd. Metropolitan Life Insurance Co., 35mm film strip 
Health Heroes Series: Florence Nightingale and the Founding of Professional Nursing 
(copy 2), nd. Metropolitan Life Insurance Co. / E.J. Barnes Associates, 35mm film strip 
Health Heroes Series: Louis Pasteur and the Germ Theory of Infection (copy 1), nd, 
Metropolitan Life Insurance Co., 35mm film strip 
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Health Heroes Series: Louis Pasteur and the Germ Theory of Infection (copy 2), nd, 
Metropolitan Life Insurance Co. / E.J. Barnes Associates, 35mm film strip 
Health Heroes Series: Marie Curie and the Story of Radium (copy 1), nd. Metropolitan 
Life Insurance Co. / E.J. Barnes Associates, 35mm film strip 

Health Heroes Series: Marie Curie and the Story of Radium (copy 2), nd. Metropolitan 
Life Insurance Co., 35mm film strip 

Health Heroes Series: Robert Koch and the Discovery of the Tubercule Bacillus (copy 1), 
nd. Metropolitan Life Insurance Co., 35mm film strip 

Health Heroes Series: Robert Koch and the Discovery of the Tubercule Bacillus (copy 2), 
nd. Metropolitan Life Insurance Co. / E.J. Barnes Associates, 35mm film strip 
Health Heroes Series: Robert Koch and the Discovery of the Tubercule Bacillus (copy 3), 
nd. Metropolitan Life Insurance Co., 35mm film strip 

Health Heroes Series: Walter Reed and the Conquest of Yellow Fever (copy 1), nd. 
Metropolitan Life Insurance Co. / Transfilm, Inc., 35mm film. Record 
Health Heroes Series: Walter Reed and the Conquest of Yellow Fever (copy 2), nd. 
Metropolitan Life Insurance Co., 35mm film strip 

Health Heroes Series: Walter Reed and the Conquest of Yellow Fever (copy 3), nd. 
Metropolitan Life Insurance Co. / E.J. Barnes Associates, 35mm film strip 

• Healthcare Training Product Demo m[3], nd, MultiMedia Marketing, Inc., VHS videotape 
Hearing Aids The Link to Better Communication, nd. Department of the Army/WRAMC 
TV, 16:00, VHS videotape 

• Helmet Effectiveness, nd. Department of Transportation, 22:07, VHS videotape 

• Hemasite II Vascular Access System, nd, 25:00, 3/4" videotape 

• Hepatitis, nd. Academy of Health Sciences, 55:00, 3/4" videotape 

• Here and Now, nd, 1200', b&w silent 16mm film 

• Here's Lookin Atcha: Nutrition and Physical Fitness, nd, A.H.S, 18:05, 3/4" videotape 

• Heritage of Pride the AMEDD Regiment, nd. Department of the Army/WRAMC TV, 
33:00, VHS videotape 

• High Blood Pressure: What Is It, What It Can Do to You?, nd, 7:00, 3/4" videotape 

• High Speed X Ray Test for Rodent Penetration, nd, b&w silent 16mm film 

• High Stakes in the Far East, nd, 10:49, VHS videotape 

• High Stakes in the Far East, nd, WRAMC TV, 10:49, VHS videotape 

• Histologic Anatomy of Temporal Bone and Selected Examples of Temporal Bone 
Pathology. Dr. J.C. Gallagher (Reel 1), nd, AFIP, 31:00, 16mm 

• Histologic Anatomy of Temporal Bone and Selected Examples of Temporal Bone 
Pathology. Dr. J.C. Gallagher (Reel 2), nd, AFIP, 30:00, 16mm 

• History in Our Own Backyard: The National Park Seminary, nd, VHS videotape 

• History of Psychiatry "Emphasis on the Korean War", nd, WRAMC, 59:00, 3/4" videotape 

• Hookworm (copy 1), nd, 16mm 

• Hookworm (copy 2), nd, 16mm 

• Hopedale Hall: Treatment Program, nd, 3/4" videotape 
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• Hopedale Hospital Complex, A Look at the Hospital, nd, 3/4" videotape 

• Hospital Infection Control, nd, Parker Productions, 17:32, VHS videotape 

• Hospital Operations: Employee Performance Evaluations, nd, WRAMCTV, 24:00, VHS 
videotape 

• Hospital Ship Activities USA HS St. Mihiel, nd, color silent 16mm film 

• Hospital Ship [Benevolence], nd, 30', color silent 16mm film 

• Hospital and It's Functions, nd, 35 mm film 

• Hospitals Don't Burn Down, nd. Pyramid Film & Video, 24:00, 3/4" videotape 

• How It All Began, A History of the Carnegie Department of Embryology, nd, 55:33, VHS 
videotape 

• Human Development, nd, 35 mm film 

• Human Factors in Denture Fabrication, nd, WRAMC, 18:00, 3/4" videotape 

Human Factors in Denture Fabrication, nd, WRAMC, 60:00, 3/4" videotape 
Human Factors in Hemodialysis, nd, 24:00, 3/4" videotape 

Human Gliomas Tumors in the Posterior Cranial Fossa, Part 2, Dr. Zimmerman, nd, 
16mm 

Human Development, nd, 35 mm film 

Hunt for Adolf Eichmann, The, nd. Set Productions, 91:00, 1/2" videotape 
Hyperocolloid Impressions & Die Fabrication, nd. University of Missouri, 25:30, 3/4" 
videotape 

I'm an American Soldier: The Jessica Lynch Story, nd, 42:51, VHS videotape 

• IG, nd, WRAMC, 5:22, 3/4" videotape 
. IG, nd, WRAMC, 5:25, 3/4" videotape 

• IVAC PCA Infuser Model 310: Revision 17, nd, 26:13, VHS videotape 

• IVAC Variable Pressure Volumetric Pump Model 570, nd, 21:57, VHS videotape 
Identification of Common Gait Deviation, Section 3, nd, A.H.S, 12:06, 3/4" videotape 
Identification of Human Remains, nd, 27:00, 1/2" videotape 

Identification of Muscles for Needle EMG: Lower Extremity, nd, WRAMC TV/American 
Association of Electromyography and Electrodiagnosis, VHS videotape 

Identification of Muscles for Needle EMG: Upper Extremity, nd, WRAMC TV/American 
Association of Electromyography and Electrodiagnosis, VHS videotape 

Image of Excellence, nd. Academy of Health Sciences, 7:10, 3/4" videotape 

• Image of Excellence, nd, WRAMC, 7:10, 3/4" videotape 
Immunization Against Infectious Diseases, nd, 900', color silent 16mm film 
In Vitro Selection of Initial Starting Doses, nd, Roche, 1/2" videotape 
Inadequate Management of Pain, nd, 36:00, 3/4" videotape 

Individual Health Protection Measures Prevention of Frostbite, nd, Fecom, 150', b&w 
sound 16mm film? 

Individual Health Protection Measures: Use of Insect Repellent. Instructional Short., nd, 

100', 16mm b&w 

Infection Control, nd, 35 mm film 
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• Infection Control, nd, WRAMC, 11:57, 3/4" videotape 
Infection Control Series 1, nd, 35 mm film 
Infection Control Series 2, nd, 35 mm film 

• Infection Control in the Dental Facility, nd. Department of the Army/WRAMCTV, 15:52, 
VHS videotape 

• Infectious Diseases of Cats, Part I and II, nd, WRAMC TV, 107:0, 1/2" videotape 
Infectious Diseases of the Colon, nd, A.H.S., 60:00, 3/4" videotape 
Infectious Hazards of Bacteriological Techniques, nd, color silent 16mm film 
Infectious Hazards of Bacteriological Techniques, nd, 700', color silent 16mm film 

• Inflammatory Diseases of the Liver, nd, WRAMC, 50:17, 3/4" videotape 

• Inhalational Chest Diseases, nd, WRAMC, 55:17, 3/4" videotape 

• Inhalational Chest Diseases, nd, WRAMC, 60:00, 3/4" videotape 

• Inhalational Diseases of the Lungs Part 1, nd, WRAMC, 48:00, 3/4" videotape 

• Initiate Treatment of Neck Injuries, nd. Department of the Army/WRAMCTV, 9:00, VHS 
videotape 

Injections: Intramuscular, nd, A.H.S, 6:23, 3/4" videotape 
Injury to Base of Skull, nd, 16mm 

Innovations in Blood Component Therapy, nd. Academy of the Health Sciences, 23:40, 
3/4" videotape 

Inpatient Treatment of the Violent Adolescent: Theory and Practice, nd, WRAMC, 33:00, 
3/4" videotape 

Instructions for Fiberglass P.T.B. Prosthetic Preparatory, nd. Department of Prosthetics, 

WRAMC TV, 68:00, VHS videotape 

Instruments to View, nd, 300', b&w silent 16mm film 

Integrated Action of the Nervous System, nd, color silent 16mm film 

Integrated Action of the Nervous System "Motor" Part III, nd, 1200', color silent 16mm 

film 

Integrated Action of the Nervous System, Part 1, nd. 
Integrated Action of the Nervous System, Part 2, nd, color silent 16mm film 
Integrated Action of the Nervous System Sensory and Motor, Part 5, nd, 5500', color 
silent 16mm film 

Integrated Action of the Nervous System Sensory and Motor, Part 6, nd, 5500', color 
silent 16mm film 

• Interesting Aspects of Round Cell Lesions of the Skeleton, nd, WRAMC, 58:00, 3/4" 
videotape 

• Interesting Lesions of the Upper Gastrointestinal Tract, nd, WRAMC, 60:00, 3/4" 
videotape 

• Interesting Skeletal Trauma, nd, WRAMC, 56:00, 3/4" videotape 

Interstitial Pulmonary Diseases New Perspectives, nd, A.H.S, 60:00, 3/4" videotape 

• Interview with My Lai Veterans, nd, Departmentof the Army/WRAMCTV, 22:00, VHS 
videotape 
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• Intra Oral Swellings, nd, WRAMC, 44:00, 3/4" videotape 

Intralobular Circulation in the Mouse Liver, nd, 350', b&w sound 16mm film 
Introduction to Aphasia, nd. Veteran's Administration, b&w sound 16mm film 
Introduction to Calorie Restricted Diet Clinic, nd, A.H.S, 13:53, 3/4" videotape 
Introduction to New Hospital Physical Security, nd, A.H.S, 6:00, 3/4" videotape 
Introduction to Research Methods: Experimental Research on Hypertension, 
AFIP/WRAMC Lecture Film, nd, 1400', 16mm b&w 

Introduction to Rheumatism and Arthritis, nd, 1600', color silent 16mm film 
Introduction to Rheumatism and Arthritis Part 2, nd, 100', color silent 16mm film 
Introduction to Rheumatism and Arthritis. [Film shows teeth.], nd, 1000', color silent 
16mm film 

Introduction to Seizure Disorders, nd, 35 mm film 

Introduction to Upper Gastrointestinal Endoscopy, nd. New York Society for 
Gastrointestinal Endoscopy, 40:07, 1/2" videotape 

Introduction to the Workload Management System for Nursing, nd. Department of the 
Army/WRAMCTV, 14:00, VHS videotape 

Introduction: Incidence, History Anatomy Techniques, nd, A.H.S., 46:00, 3/4" videotape 
Invasion; Nepa Huts; Penal[sic] Sores; Air Evacuation, nd, 400', color silent 16mm film 

Inward Quest, nd. Short Stature Foundation, 1/2" videotape 
Ionizing Radiation Injury, nd, US Army Medical Department, 44:50, 3/4" videotape 
Ischemic Necrosis of the Femoral Head in Children: Legg Perthes Disease and Variants, 
nd, WRAMC, 52:00, 3/4" videotape 

It's Not Easy, nd. Federation of Uganda Employers, 48:00, 1/2" videotape 

• JAG, nd, WRAMC, 1:34, 3/4" videotape 

• Japanese Encephalitis Part 4, nd 

• Japanese Encephalitis Part 4, nd, color silent 16mm film 

• JCAHO and You: Nutrition Documentation and Nursing Implications (copy 1), nd, 
WRAMC, 71:00, VHS videotape 

• JCAHO and You: Nutrition Documentation and Nursing Implications (copy 2), nd, 
WRAMC, 71:00, VHS videotape 

Kendrick Traction Device Instruction/Demonstration Video, nd, Medixchoice, 8:55, 1/2" 
videotape 

Kidney Transplant, nd, 23:22, 3/4" videotape 

Klappenspiel de Ochenherzens (Performance of Bullock Heart Valves) by Reich Stelle fur 
den Unterrichtsfilm, nd, 1/2" videotape 

• Knee Arthrography, nd, WRAMC, 57:00, 3/4" videotape 

Knowlesi Malaria in Monkeys, Part 4, nd, 400', color silent 16mm film 

Korea Scenes Copter [Helicopter] Footage, Flamethrower, Ward Scene, Combat Scene, 

nd, 300', color silent 16mm film 

• Korea: Why We Serve, nd, WRAMC, 58:00, 3/4" videotape 

L' Exploration Radio Manometrique des Voies Biliaires, nd. La Societe Parisienne d' 

OHA 253 
Page 116 of 143 



Expansion Chimique, b&w silent 16mm film neg 

• L' Exploration Radio Manomethque des Voies Biliaires [SOUND, NO IMAGE], nd. La 

Societe Parisienne d' Expansion Chimique, b&w sound 16mm film ONLY 
L'Exploration Radio manomethque des Voies Biliares, nd, b&w sound 16mm film 
Lab Scenes, nd, 500', b&w silent 16mm film 
Laminectomy, nd, 16mm 

Laparoscopy, Eloise Hospital, Eloise, Michigan, nd, 400', color silent 16mm film 
Laryngoscopy with Laryngoscope Stabilizer, nd, 100', color silent 16mm film? 

• Larynx, nd, WRAMC TV, 5:49, VHS 1/2" videotape 

Learning to Live in the Drug Free Community, nd, A.H.S, 25:13, 3/4" videotape 

• Left Lateral Chest Radiograph Part 2, nd, WRAMC, 55:00, 3/4" videotape 

Left sided gunshot injury of frontal basal part of skull etc. [text in German], nd, 300', b&w 
sound 16mm film 

Left sided Temporo occipital Gunshot Wound with Prolapse, etc., nd, WRAMC TV, 16mm 

Leg Surgery, nd. War Dept. Signal cop, 16mm 

Letter to a Nurse, nd, 800', 16mm color 

Lichen Planus, nd, 250', color silent 16mm film 

Lichen Planus, nd, 350', color silent 16mm film 

Lichen Planus, Part 2, nd, 1600', color silent 16mm film 

Lichen Planus, Reel 3 of 4, nd, color silent 16mm film 

• Life Matter Series: Diabetes, nd. Department of the Army/WRAMC TV, 28:00, VHS 
videotape 

• Life Matters Series: Rebuilding the Body, nd. Department of the Army/WRAMC TV, 
28:00, VHS videotape 

Life in Balance, nd. National Self Help Clearinghouse, 29:00, 1/2" videotape 

• Lipoprotien Metabolism, nd, WRAMC, 55:00, 3/4" videotape 

• Litter Carries, nd, A.H.S, 48:36, 3/4" videotape 

Litter Carries, nd. Academy of Health Sciences, 48:36, 3/4" videotape 

Long Term Care Issues for Children and Adolescents, nd, WRAMC, 25:00, 3/4" videotape 

Long Term Care Issues for Children and Adolescents, nd, WRAMC, 60:00, 3/4" videotape 

Loss and Grief, nd, 27:00, 3/4" videotape 

Loss and Grief, nd, 28;00, 3/4" videotape 

• Loss and Grief # 1, nd, WRAMC, 27:00, 3/4" videotape 

• Loss and Grief # 6, nd, 25:00, 3/4" videotape 

• Loss and Grief #5, nd, 28:00, 3/4" videotape 

Lung Cancer: Prevention and Experimentation, part 1. Dr. Shabad, nd, AFIP, 16mm 
Lung Cancer: Prevention and Experimentation, part 2. Dr. Shabad, nd, AFIP, 30:00, 
16mm 

• Lung Carcinoma: A Pattern Approach, nd, WRAMC, 48:12, 3/4" videotape 

• Lung Structure, nd, WRAMC, 58:00, 3/4" videotape 

• Lymphoid Diseases of the Chest, nd, WRAMC, 53:00, 3/4" videotape 
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• M.A.S.T. Mission, nd, WRAIR, 4:35, VHS videotape 

• M.U.S.T. Medical Unit Self Contained Transportable, nd, 10:00, 3/4" videotape 

• MAST: Military Anti Shock Trousers, nd. Department of the Army/WRAMC TV, 13:00, 
VHS videotape 

MRI Video Update: Radiology Volume Two Number Five, nd. Educational Symposia, Inc., 
VHS videotape 

Machine Shop Work, An Introduction to Operations on the Vertical Boring Mill, nd, 
28min, 16mm b&w 

Magnetic Resonance Imaging of the Pelvis, nd, WRAMC, 45:48, 3/4" videotape 
Maintenance of the Treated Case, nd, A.H.S, 39:00, 3/4" videotape 
Malaria Titles, nd, 250', color silent 16mm film 

Malignant Breast Diseases and Bone Techniques, nd, A.H.S, 45:00, 3/4" videotape 

• Malignant Mesenchymal Neoplasms of the Jaws and Soft Tissue, nd, WRAMC, 4:00, 3/4" 
videotape 

• Manage a Dislocated/Fractured Hip, nd. Department of the Army/WRAMC TV, 12:00, 
VHS videotape 

• Manage a Traumatic Amputation, nd. Department of the Army/WRAMC TV, 7:00, VHS 
videotape 

Management of Combat Wounds: Abdominal Wounds, nd, 3/4" videotape 
Management of Combat Wounds: Debridement and Delayed Primary Closure of High 
Velocity Missile Wounds, nd, 3/4" videotape 

Management of Combat Wounds: Thoracic Injuries, nd, 3/4" videotape 
Management of Burns, nd, 16mm color 

Management of Burns, nd. Signal Corps [?], 880', color silent 16mm film 
Management of Burns [?], nd, 250', color silent 16mm film 
Management of Burns [?], nd, 275', color silent 16mm film 
Management of Burns [?], nd, 350', color silent 16mm film 
Management of Burns [?], nd, 400', color silent 16mm film 

• Management of NBC Chemically Contaminated Patients, nd, A.H.S, 43:33, 3/4" 
videotape 

Managing Stress Is Good Business, Part 3 "Stress. ..Making It Work for You", nd. Bob 
Mack (301)383 1737, 30:00, 3/4" videotape 

Managing Stress Is Good Business, Part 1 "Stress. . .Friend Or Foe?", nd. Bob Mack, 
(301)383 1737, 30:00, 3/4" videotape 

Managing Stress Is Good Business, Part 2 "Organizational Stress. . .Motivation Or 
Aggravation?", nd. Bob Mack, (301)383 1737, 30:00, 3/4" videotape 

• Marketing Your Discharge Planning Program, nd, WRAMC, 51:00, 3/4" videotape 
Masking, Gowning & and Gloving, nd. Academy of Health Sciences, 60:29, 3/4" 
videotape 

• Maternal Perceptions of Infant Behavior, nd, WRAMC, 20:00, 3/4" videotape 

• Maxillo Facial Trauma, nd, WRAMC, 51:25, 3/4" videotape 
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• Maxillofacial Combat Injuries, nd, A.H.S, 28:00, 3/4" videotape 

Mayo Clinic Treatment of Traumatic Injuries of the Face, nd, 1600', color silent 16mm 
film 

• Measure and Monitor a Casualty's Pulse, nd. Department of the Army/WRAMCTV, 5:00, 
VHS videotape 

• Mechanical Root Preparation, nd, A.H.S, 59:00, 3/4" videotape 

• Medic, nd, WRAIR, 6:30, 3/4" videotape 

Medical Aspects of Human Reliability: The Red Triangle, Magnetic Sound Track (mixed), 
nd, 700', Magnetic Sound Track 

Medical Department Activities in Okinawa Gunshot Wounds, Burns, Sanitation, nd, 
1450', color silent 16mm film 

Medical Department Activities, Okinawa and Leyte, nd, 450', color silent 16mm film 
Medical Department Activities, Tropics, nd, color silent 16mm film 
Medical Department Activities Leyte Okinawa Gunshot Wounds, Burns, Sanitation, nd, 
1600', color silent 16mm film 

Medical Management of Impotence, nd. The Osbon Foundation, VHS videotape 

• Medical Materiel Storage Techniques, nd, MFSS TV, 29:27, 
Medical Pack Transportation, nd, b&w silent 16mm film 

Medical Pack Transportation Phillips Cargo Pack Saddle, nd, 600', b&w silent 16mm film 
Medical Response to Chemical Warfare and Terrorism: Tape #1 "Overview and 
Pulmonary Agents", nd, 1:55, VHS videotape 

Medical Response to Chemical Warfare and Terrorism: Tape #2 "Pulmonary Agents and 
Cyanide", nd, 1:30, VHS videotape 

Medical Response to Chemical Warfare and Terrorism: Tape #3 "Vesicants and Nerve 
Agents History", nd, 1:46, VHS videotape 

Medical Response to Chemical Warfare and Terrorism: Tape #4 "Nerve Agents", nd, 
1:48, VHS videotape 

Medical Response to Chemical Warfare and Terrorism: Tape #5 "Incapacitating Agents 
and Field Management", nd, 1:59, VHS videotape 

Medical Response to Chemical Warfare and Terrorism: Tape #6 "Field Management", 
nd, 1:34, VHS videotape 

Medical Support Role in Nuclear Accident/Incident Medical Response Teams, nd, A.H.S, 
18:09, 3/4" videotape 

• Medical Treatment of Chemical Casualties, nd, WRAIR, 91:30, VHS videotape 

• Medicine Around the World, nd, WRAMC TV, 35:43, VHS 1/2" videotape 

• Medicine Around the World "Pneumonectomy" (Spanish), nd, WRAMC TV, 12:48, VHS 
1/2" videotape 

• Medicine Around the World (French), nd, WRAMC TV, 35:43, VHS 1/2" videotape 
Medics in Bouganville Jungle, Medical Detachment and Infantry. Medics attend casualty 
and continue into jungle. 161st Signal Photo Co., Bouganville, S.I., nd, 93', b&w silent 
16mm film 
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Menanotic Lesions of Conjunctiva, Dr. L.E. Zimmerman, nd. United States Navy, 600', 
b&w sound 16mm film 

IVIesenteric Thrombosis and Adhesion Band Strangulation, nd, 400', color silent 16mm 
film 

• Mesotheliomas and Pleural Lesions, nd, WRAMC, 50:00, 3/4" videotape 
Methods of Treatment of Jaw Fractures, nd, color silent 16mm film 
Methods of Treatment of Jaw Fractures, nd, color silent 16mm film 

• Military Implications of Dental Diseases, nd. Department of the Army/WRAMCTV, 8:00, 
VHS videotape 

• Milk Parade (copy 2), nd, 9:45, 1/2" videotape 

Milk Sampling Technique Bulk Dispensing Containers, nd. Academy of the Health 
Sciences, 8:27, 3/4" videotape 

Minor Plastic Procedure with Oral Cavity, nd, color silent 16mm film 

Minor Plastic Procedures Within the Oral Cavity, nd, 1125', color silent 16mm film 

Miscellaneous Color Footage, Medical, nd, color silent 16mm film 

Miscellaneous Scenes Panama Canal Zone, nd, 8:05, VHS videotape 

Miscellaneous Surgical Footage, nd, color silent 16mm film 

Mock Codes, nd. Health Sciences Consortium, 21:00, VHS videotape 

Modern Venipuncture Techniques, nd, 30:00, 3/4" videotape 

Morgan medi Flow Lens, nd, Mortan, Inc., VHS videotape 

• Mortuary Affairs VHS Tape #2, nd, 1/2" videotape 

• Motor Anomalies of the Eyes, nd, Lt. Adolph Posner, MC, 400', b&w silent 16mm film 
Move Into Action / Quit for Life, nd, American Heart Association, 35:00, 3/4" videotape 
Mucogingival Surgery, nd, A.H.S, 50:00, 3/4" videotape 

Multiple Endocrine Adenopathy Syndromes, nd, A.H.S, 58:00, 3/4" videotape 
Multiple Extraction of Teeth, nd, 16mm 

Muscular Dystrophy and Related Conditions Differential Diagnosis, nd, 16mm color 
Musculoskeletal Magnetic Resonance Imaging, nd, WRAMC, 51:49, 3/4" videotape 

• My Father's Son, nd, WRAMC, 32:00, 3/4" videotape 

• My Five Point Philosophy, nd, U.S. Army, 17:00, 3/4" videotape 

NBC (Nuclear/Biological Chemical) Decontamination (copy 1), nd. Army Medical 
Department, 41:09, 3/4" videotape 

NBC (Nuclear/Biological Chemical) Decontamination (copy 2), nd. Army Medical 
Department, 41:09, 3/4" videotape 

NBC Reporting System, The, nd. Academy of Health Sciences, 59:48, 3/4" videotape 

• NCO Authority Destroy the Myths, nd, 56:00, 3/4" videotape 

• NCO Call 1, nd, 40:00, 3/4" videotape 
Nasal Surgery, nd, 16mm 

National Association of People with AIDS Speakers Bureau Program, nd. National Assoc. of 
People with AIDS/Burroughs Wellcome, 1/2" videotape 

• National Museum of Health and Medicine: Cure and Protect, nd, AFIP, 89:07, VHS 
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videotape 

Navy Medicine at Normandy, nd. Naval School of Health Sciences, Medical Media 
Production Department, DVD 

Navy Medicine at War: Guest of the Emperor, nd. Naval Medicine Education and 

Training Command Visual Information Directorate, 32:31, VHS videotape 

Navy Medicine's Trial by Fire, December 7, 1941, nd. Naval School of Health Sciences, 

Medical Media Production Department, 25:49, DVD 

Necropsy of Regal Python, nd, color silent 16mm film 

Neonatal Intrapulmonary Interstitial Emphysema and It's Sequalae Part 1, nd, WRAMC, 
46:30, 3/4" videotape 

Neonatal Intrapulmonary Interstitial Emphysema and It's Sequalae Part 2, nd, WRAMC, 
48:00, 3/4" videotape 

Neoplastic Astrocytes, CM. Pomerat, Ph.D., nd, 325', color sound 16mm film 
Neoplastic Astrocytes, CM. Pomerat, Ph.D., nd, Pomerat Living Cell Series, 350', color 
sound 16mm film 

Nervous System, The, nd, color silent 16mm film 

• Networks of Opportunity: SOCAD, nd, 10:00, 3/4" videotape 

Neuro Humera Muscular Dystrophy, Part 1, nd, 900, color silent 16mm film 

Neurologically Disabled Patient: Class #5 Working It Out, nd, American Journal of 

Nursing Co. Educational Services Division, 28:47, 3/4" videotape 

Neurologically Disabled Patient: Class #6 Activities of Daily Living Hygiene & Dressing, 

nd, American Journal of Nursing Co. Educational Services Division, 30:42, 3/4" videotape 

Neurolysis of Peroneal Nerve, Neurosurgical Section, Bushnell General Hospital, nd. 

Signal Corps., 250', color silent 16mm film 

Neurolysis of Ulnar Nerve, nd, 400', color silent 16mm film 

Neurosurgery Tantalum Plate Operation (Mock), nd, 150', color silent 16mm film 

Neurosurgical Procedures, nd, color silent 16mm film 

Neurosurgical Procedures, nd, 16mm sil 

• New Approach to Diffuse Infiltrative Lung Disease, A, nd, WRAMC, 58:00, 3/4" videotape 

• New Approaches to Management of... M.F. Hazinkski, RN, MN, nd, WRAMC TV, 94:33, 
VHS videotape 

• New Market Battle, nd. Department of the Army/WRAMC TV, 21:00, VHS videotape 

• No Heroic Measures, nd. Department of the Army/WRAMC TV, 23:00, VHS videotape 
No Title, nd, 16mm color 

• No Title, nd, 04:00, 

Nobody's Immune, nd, 23:48, 1/2" videotape 

• Nobody's Immune, nd, WRAMC TV, 29:00, 3/4" videotape 
Nobody's Immune (Exhibit Version), nd, 23:48, 1/2" videotape 

• Nobody's Immune (Exhibit Version); WHO. ..AIDS, A World Wide Effort Will Stop It, nd, 
WRAMC TV, 33:01, VHS videotape 

• Nobody's Immune (copy), nd, WRAMC TV, 29:00, VHS videotape 
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• Nodular Lesions, nd, A.H.S, 5:00, 3/4" videotape 
Nodular Lesions, nd. United States Army, 3/4" videotape 

Non Precious Alloys in Fixed Prosthodontics, nd, A.H.S, 41:00, 3/4" videotape 

• Non Precious Alloys in Fixed Prosthodontics Reel 1, nd, A.H.S, 51:00, 3/4" videotape 
Nonfunctioning Ovarian Tumors (Dr. Soully), nd, 16mm color 

Normal Astrocytes, C. M. Pomerat, Ph.D., nd, G.M. Pomerat, 325', b&w sound 16mm 
film 

Normal Astrocytes, CM. Pomerat, Ph.D., nd, 350', b&w sound 16mm film 

• Normal Variants of CNS, nd, WRAMC, 48:42, 3/4" videotape 

Now That You Know: Living Healthy With HIV, Part 1: Coping With the News, nd, Kaiser 
Permanente, 48:41, 1/2" videotape 

Now That You Know: Living Healthy With HIV, Part 2: Understanding HIV, nd. Kaiser 
Permanente, 33:50, 1/2" videotape 

Now That You Know: Living Healthy With HIV, Part 3: Lifestyle Choices and Changes, nd. 
Kaiser Permanente, 51:03, 1/2" videotape 

Now That You Know: Living Healthy With HIV, Part 4: Understanding Treatment, nd. 
Kaiser Permanente, 62:32, 1/2" videotape 

Nurses Basic Training, Tilden General Hospital, Fort Dix, NJ, WW2, nd, 35mm b&w silent 
16mm film 

Nurses Hall Dedicated, nd, 25', b&w sound 16mm film 

• Nursing Education Major Schech. Patient Restraints., nd, WRAMC, 13:15, VHS videotape 

• Nursing Electrical Safety, nd, WRAMC, 10:37, VHS videotape 

• OPMS/DOPMA, nd, A.H.S., 55:10, 3/4" videotape 

• OPSEC, nd, WRAMC, 10:44, 3/4" videotape 

• Ob/Gyn, nd, WRAMC, 61:26, 3/4" videotape 

• Obgyn Lectures, nd, WRAMC, 48:00, 3/4" videotape 
Obstetrics & Gynecology, nd, 45:00, 3/4" videotape 

Occlusion II. Anterior Deprogrammer and Occlusal Appliance Fabrication, nd, A.H.S, 
60:00, 3/4" videotape 

Occulsion II. Anterior Deprogrammer and Occlusal Appliance Fabrication Reel 2, nd, 

A.H.S, 19:00, 3/4" videotape 

Octoplasty, nd, 200', color silent 16mm film 

• Old Anthrax Pilot Plant, nd, WRAIR, 27:08, VHS videotape 

OIlie Allergen, Allergy Patient Education, nd, Roche, 1/2" videotape 

• Omni, nd, WRAMC TV, 3/4" videotape 

On Making a Thumb: One Hundred Years of Surgical Effort, nd, American Society for 
Surgery of the Hand, 3/4" videotape 

Operations in a Radiation Contaminated Area (copy 1), nd. Army Medical Department, 
34:00, 3/4" videotape 

Operations in a Radiation Contaminated Area (copy 2), nd. Army Medical Department, 
34:00, 3/4" videotape 
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Operative Procedure for Bronchogenic Carcinoma, nd, 400', color silent 16mm film 
Operative Procedure for Total Urinary Incontinence, Part 2, nd, 100', color silent 16mm 
film 

Operative Procedure of Bronchogenic Carcinoma., nd, 400', color silent 16mm film 
Operative Treatment of Cardiospasm (copy 1), nd, 16mm 
Operative Treatment of Cardiospasm (copy 2), nd, 16mm 
Operative Treatment of Cardiospasm (copy 3), nd, 16mm 

Oral Examination and Review of the Medical History, nd, WRAMC, 60:00, 3/4" videotape 

• Oral Examination and Review of the Medical History, nd, WRAMC, 31:00, 3/4" videotape 

• Oral Examination and Review of the Medical History, nd, WRAMC, 61:00, 3/4" videotape 

• Oral Manifestations of Dermatologic Lesions Part 11, Dr. W. G. Shafer, nd, 1100', b&w 
sound 16mm film 

• Oral Manifestations of Dermatologic Lesions, Pt. 1. Dr. W.G. Shafer, nd, AFIP, 30:00, 
16mm 

• Oral Manifestations of HIV Disease, nd, WRAMC, 4:00, 3/4" videotape 

Oral Manifestations of Hematologic Diseases, nd, A.H.S, 38:00, 3/4" videotape 
Oral Manifestations of Hematologic Diseases I, nd, A.H.S, 35:00, 3/4" videotape 

• Orbital CT Part 1, nd, WRAMC, 58:28, 3/4" videotape 

• Orbital CT Part 2, nd, WRAMC, 44:56, 3/4" videotape 
Orbital Implant, nd, 400', color silent 16mm film 

Orientation to Chemical Dependency for the Health Care Professional, nd, WRAMC, 
35:43, 3/4" videotape 

Orientation to Chemical Dependency for the Health Care Professional, nd, WRAMC, 
35:43, 3/4" videotape 

Orientation to Chemical Dependency for the Health care Professional, nd, WRAMC, 
35:43, 3/4" videotape 

Orientation to the Occupational Health Management Information System (OHMIS), nd. 

Department of the Army/WRAMC TV, 10:00, VHS videotape 

Orientation: 91B Course, nd. Academy of Health Sciences, 9:34, 3/4" videotape 

• Osseous Grafting, nd, A.H.S, 60:00, 3/4" videotape 

Osseous Grafting, nd. Academy of Health Sciences, 51:00, 3/4" videotape 

• Osteomyelitis in Infants and Children, nd, WRAMC, 51:00, 3/4" videotape 
Osteosarcoma and Chondrosarcoma of the Maxilla and Mandible, nd. Dr. G. E. 
Garrington, 800', b&w sound 16mm film 

Osteosarcoma and Chondrosarcoma of the Maxilla and Mandible, Dr. G.E. Garrington, 
nd, AFIP, 32:00, 16mm 

• Our Command Image, nd, WRAMC, 17:02, 3/4" videotape 

Our Command Image; Image of Excellence (copy 1), nd. Health Services Command, 
24:12, 3/4" videotape 

Our Command Image; Image of Excellence (copy 2), nd. Health Services Command, 
24:12, 3/4" videotape 
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Our Command Image; Image of Excellence (copy 4), nd. Health Services Command, 
24:12, 3/4" videotape 

Out Patient Treatment for the Heroin Addict, nd, 25:09, 3/4" videotape 
Overseas Research at WRAIR: Introduction to Combat Medicine, nd, WRAIR Film 
Collection, 18:00, VHS 

PCAinfuser Training Video, nd, Becton Dickinson Infusion Systems, VHS videotape 

• PILL BURDEN: HIV/AIDS Medications and the Role of the Pharmacist, nd. Northwest AIDS 
Education and Training Center (NW AETC), 23:28, VHS videotape 

• PK to Modified Rast, nd, Roche, 1/2" videotape 

Paget's Disease Radiologic Pathologic Correlation, nd, A.H.S, 56:11, 3/4" videotape 
Pain (English), nd, 16mm snd 

• Pain Perception in Dentistry: Dental and Non Dental, Part 1, nd, WRAMCTV, 60:00, 3/4" 
videotape 

• Pain Perception in Dentistry: Dental and Non Dental, Part 2, nd, WRAMCTV, 53:00, 3/4" 
videotape 

Pain and Sleep, nd, 35 mm film 
Panama, nd, 11:06, VHS videotape 

• Panama, nd, WRAMC TV, 11:06, VHS videotape 

Panel Discussion Treatment and the Recovery Process in Alcoholism, nd, WRAMC, 62:00, 
3/4" videotape 

Panel Discussion Treatment and the Recovery Process in Alcoholism, nd, WRAMC, 43:00, 
3/4" videotape 

Panel Psychotherapy with Adolescents, nd, WRAMC, 3/4" videotape 

• Panel on Psychotherapy With Adolescents, nd, WRAMC, 30:00, 3/4" videotape 
Paraplegic Cases and Reflexes, nd, 430', color silent 16mm film 

Parasitic Disease, nd, A.H.S, 53:00, 3/4" videotape 

• Parasitic Disease, nd, A.H.S, 58:00, 3/4" videotape 

• Partial Denture Framework Try In, nd, WRAMC, 23:00, 3/4" videotape 

Pasteur: A Contemporary View by Jean Druon and Eusebio Serrano, nd, 30:00, VHS 
videotape 

Pathologic Basis of Pulmonary Disease Patterns: Alveolar and Interatitial Part 1, nd, 
WRAMC, 55:25, 3/4" videotape 

Pathologic Basis of Pulmonary Disease Patterns: Alveolar and Interstitial Part 2, nd, 
WRAMC, 50:00, 3/4" videotape 

Pathology of African Swine Fever and Hog Cholera, The, nd, color sound 16mm film 
Pathomechanic and Radiographic Considerations in Spine and Spinal Cord Injuries, nd, 
A.H.S, 58:00, 3/4" videotape 

Pathophysiology and Detoxification of Alcoholism, nd, WRAMC, 25:00, 3/4" videotape 
Pathophysiology and Management of Septic Shock, nd, WRAMC, 16:00, 3/4" videotape 

Patient Administration Across a Continuum of Care in Multiple Inpatient Facilities. Part 1 
and 2., nd. Department of Defense, 47:18, VHS videotape 
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Patient Exam, nd, 400', color silent 16mm film 

Patient Interview and Menu Evaluation, nd. Department of the Army/WRAMC TV, 14:00, 
VHS videotape 

Patient Interview to Obtain Food Tolerances, nd. Department of the Army/WRAMC TV, 
8:00, VHS videotape 

• Patient Representative, nd, WRAMC, 4:04, 3/4" videotape 

• Patient Representative, nd, WRAMC, 4:08, 3/4" videotape 

Patient Safety, nd. Fire Prevention Through Films, Inc., 23:00, 3/4" videotape 

• Patient Safety 2 , nd, WRAMC TV, 14:18, VHS videotape 

Patient Safety Program Cassette C: Using the Six Senses, Monitoring With Instruments, 
Anesthesia Equipment Services, nd, American Society of Anesthesiologists, 56:08, VHS 
videotape 

Patient with a Herniated Intervertebral Disk, nd, 35 mm film 

• Pattern Recognition in the Lungs, nd, WRAMC, 72:00, 3/4" videotape 

• Patterns of Small Bowel Disease Causing Malabsorption, nd, WRAMC, 42:00, 3/4" 
videotape 

Pediatric Electromyography, nd, American Association of Electromyography and 
Electrodiagnosis/WRAMCTV, VHS videotape 

• Pediatric Gastrointestinal Radiology ,Part 4, Small Bowel, nd, WRAMC, 50:00, 3/4" 
videotape 

• Pediatric Gastrointestinal Radiology, Part 1, Esophagus, nd, WRAMC, 51:00, 3/4" 
videotape 

• Pediatric Gastrointestinal Radiology, Part 2, Stomach, nd, WRAMC, 42:00, 3/4" 
videotape 

• Pediatric Gastrointestinal Radiology, Part 3, Duodenum, nd, WRAMC, 55:00, 3/4" 
videotape 

• Pediatric Gastrointestinal Radiology: Stomach, nd, WRAMC, 42:00, 3/4" videotape 

• Pediatric Liver Tumors, nd, WRAMC, 48:56, 3/4" videotape 

• Pelvic Endometriosis, nd, WRAMC TV, 14:25, VHS 1/2" videotape 

• Pelvic Endometriosis Surgery by Laman B. Gray, M.D., nd, WRAMC TV, 14:17, VHS 1/2" 
videotape 

People Living with AIDS Speak Frankly to DCPS Youth, nd, 23:23, VHS videotape 

• Peptic Ulcer Disease, nd, NCME, 3/4" videotape 

Percutaneous and Extracorporeal Lithotripsy, nd, WRAMC, 55:30, 3/4" videotape 
Perform Emergency Treatment of a Snakebite, nd. Department of the Army/WRAMC TV, 
7:00, VHS videotape 

Perform Mouth to Mouth Resuscitation (Rescue Breathing), nd. Department of the 
Army/WRAMC TV, 7:00, VHS videotape 

Peripheral Nerve Injuries. Plastic Eyes Their Fabrication and Use., nd, 1200', color silent 
16mm film 

Peripheral Nerve Surgery, nd, color silent 16mm film 
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Peripheral Nerve Surgery, Management of Suture of Sciatic Nerve, nd, 700', color silent 
16mm film 

Peripheral Nerve Surgery, Pre operative Studies, nd, 375', color silent 16mm film 
Personnel & Equipment Decontamination, nd. Army Medical Department, 51:25, 3/4" 
videotape 

Pharmacy DOT Training Methods & Mysteries, nd. Academy of Health Sciences, 60:00, 
3/4" videotape 

Phase Microscope (Cell Division spermatogenesis) Included in PMF 5036 (German 
Titles), nd, RWU Production, Microlab of Carl Zeiss, 500', b&w silent 16mm film 
Phase Microscope (Cell Division spermatogenesis) Included in PMF 5036 (German 
Titles), nd, RWU Production, Microlab of Carl Zeiss, 600', b&w silent 16mm film 
Philosophy and Principles of Biopsy, nd, A.H.S, 46:00, 3/4" videotape 
Photographic Study of Gold Flow, nd, Loma Linda University School of Dentistry, 14:30, 
3/4" videotape 

Photomicrographs of Fleas, nd, 350', color silent 16mm film 

Physical Therapy (original from Ashford General Hospital), nd, 350', color silent 16mm 
film 

Physiological Differences Between Children and Adults M.F. Hazinski, RN, MSN, nd, 
WRAMC TV, 42:12, VHS videotape 

Pinta, nd, Oficina de Compana Contra el Paludismo y Otras Parasitosis, 1200, color silent 
16mm film 

Plain Film Diagnosis of the Abdomen: Pitfalls, Pick Ups, and Serendipity, nd, WRAMC, 
45:00, 3/4" videotape 

Planning Battle Focused Training/Assess Squad Training and Plan Squad Training, nd. 
Department of the Army/WRAMC TV, 16:00, VHS videotape 

• Plasma Cell dyscrasia, nd, WRAMC, 61:00, 3/4" videotape 

• Plastic Artificial Eyes, nd, ~400', 16mm 

Plastic Repair Skin Graft to Legs, Part 1, nd, 325', color silent 16mm film 

Plastic Repair Skin Graft to Legs, Part 2, nd, 400', color silent 16mm film 

Plastic Repair Pedicle Graft from Abdomen [Graft Abdomen to Elbow title on can], nd, 

175', color silent 16mm film 

Plastic Repair Trochanteric Ulcer, nd, 350', color silent 16mm film 

Plastic Surgery Procedures, McCormack General Hospital, nd, color silent 16mm film 

Plastic Surgery Procedures, McCormick General Hospital, nd, 850', color silent 16mm 

film 

Plastic Surgery Procedures, Part 1, nd, color silent 16mm film 
Plastic Surgery, Part 3, nd, 1700', color silent 16mm film 
Plastic Surgery, Part 8, nd, 75', color silent 16mm film 

Plastic Surgery Navy Forearm Battle Casualty or Burn, nd, 150', color silent 16mm film 

• Plastic Surgery/Skin Graft Part 1, nd, 500', b&w silent 16mm film 

• Pneumonectomy in Tuberculosis (French), nd, WRAMC TV, 15:17, VHS 1/2" videotape 
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• Pneumonectomy in Tuberculosis (Spanish), nd, WRAIVIC TV, 14:27, VHS 1/2" videotape 
Polio Paralysis of Muscles of Mastication, nd, 100', color silent 16mm film 
Polyethylene Cranioplasty, nd, 1200', 16mm color 

• Porcelain Jacket Crowns, Part 1, nd. University of Missouri, 36:52, 3/4" videotape 

• Pork Cutting, nd, U.S. Army Medical Service Meat and Dairy Hygiene School, color silent 
16mm film 

Positive in Prison: Incarcerated Women on Combination Therapy, nd. Northwest AIDS 
Education and Training Center (NE AETC), VHS videotape 

• Poss Pontic Adaptation, nd, NMAC, 31:30, 3/4" videotape 

• Post Operative Treatment, nd, A.H.S, 60:00, 3/4" videotape 

• Posterior Fossa Angiography, nd, WRAMC, 51:00, 3/4" videotape 

• Posterior Fossa Angiography Part 3 Pathology, nd, WRAMC, 49:00, 3/4" videotape 

• Practical Production of Grade "A" Milk, Texas State Department of Health, nd, 800', 
16mm color 

Preliminary Impressions for Complete Dentures Alginate, nd, A.H.S, 11:42, 3/4" 
videotape 

• Preparation Design and Instrumentation, nd, WRAMC, 60:00, 3/4" videotape 

• Preparation of Primary Kidney Cell Cultures, nd, A.H.S, 13:07, 3/4" videotape 

• Preparation of the Duty Roster, nd, A.H.S, 47:31, 3/4" videotape 

• Presentation of AFIP Flag, nd, 400', color sound 16mm film 

Preservation of Bacteria by Desiccation in Vacuo, nd. United States Public Health 
Service, Communicable Disease Center, Byron Lab, Inc. Washington, DC, 350', b&w 
sound 16mm film 

Prevention of Impairment in the Professional Individual, nd, WRAMC, 23:00, 3/4" 
videotape 

Prevention of Impairment in the Professional Individual, nd, WRAMC, 60:00, 3/4" 
videotape 

• Primary HIV Infection: Recognition and Diagnosis, nd. Northwest AIDS Education and 
Training Center (NE AETC), 25:00, VHS videotape 

• Principals of Immunotherapy, nd, Roche, 1/2" videotape 

• Principles of Double Contrast Diagnosis, nd, WRAMC, 55:00, 3/4" videotape 

• Principles of Electrocardiography, nd, color silent 16mm film 

• Principles of Interpretation of MR Images of the Brain, nd, WRAMC, 59:25, 3/4" 
videotape 

• Principles of Radiologic Interpretation, nd, A.H.S, 61:00, 3/4" videotape 

• Principles of Splinting, nd. Academy of Health Sciences, 59:52, 3/4" videotape 

• Prisoner Interrogation, nd, 25', b&w silent 16mm film 

• Processing Eyes for Histologic Examination, nd, color silent 16mm film 

• Prognosis: Safety, nd, WRAMC TV, 22:19, VHS videotape 

• Prophylaxis for Hepatitis, nd, NCME, 3/4" videotape 

• Provost Marshal, nd, WRAMC, 4:55, 3/4" videotape 

OHA 253 
Page 127 of 143 



• Provost Marshal, nd, WRAMC, 4:56, 3/4" videotape 

• Pseudo Malignancies of the Skeleton, nd, WRAMC, 60:00, 3/4" videotape 

• Pseudotumors of the Lung, nd, WRAMC, 57:00, 3/4" videotape 

Psychiatric Interview Techniques Part 3, nd, 400', b&w silent 16mm film 

Psychiatric Interview Techniques Part XIX, nd, US Army Signal Corps., 900', b&w sound 

16mm film 

Psychiatric Interview Techniques, Part 14, nd. Signal Corps [?], 1200', b&w sound 16mm 
film 

Psychiatric Treatment in Combat, nd, 16mm color 

• Psychiatry Grand Rounds, nd, WRAMC, 60:00, 3/4" videotape 

• Psychiatry Grand Rounds, nd, WRAMC, 75:00, 3/4" videotape 
Psychiatry Grand Rounds Adolescent Suicide, nd, WRAMC, 3/4" videotape 
Psychiatry Grand Rounds: A Review of Conversion Reactions, nd, WRAMC, 60:00, 3/4" 
videotape 

Psychiatry Grand Rounds: A Review of Conversion Reactions, nd, WRAMC, 8:00, 3/4" 
videotape 

• Psychiatry Grand Rounds: ADAPCP Consultant & Topic, nd, WRAMC, 60:00, 3/4" 
videotape 

Psychiatry Grand Rounds: Beethoven A Psychoanalytic Overview, nd, WRAMC, 60:00, 
3/4" videotape 

Psychiatry Grand Rounds: Biological Markers in Affective Disorders, nd, WRAMC, 58:00, 
3/4" videotape 

Psychiatry Grand Rounds: Clinical Aspects of Childhood Depression, nd, WRAMC, 12:00, 
3/4" videotape 

Psychiatry Grand Rounds: Clinical Aspects of Childhood Depression, nd, WRAMC, 60:00, 
3/4" videotape 

• Psychiatry Grand Rounds: Drug Abuse, nd, WRAMC, 23:00, 3/4" videotape 

• Psychiatry Grand Rounds: Drug Abuse, nd, WRAMC, 60:00, 3/4" videotape 
Psychiatry Grand Rounds: Normal and Pathological Developments in Infants and Young 
Children, nd, WRAMC, 60:00, 3/4" videotape 

Psychiatry Grand Rounds: Personality Assessment by Means of Drawings, nd, WRAMC, 
22:00, 3/4" videotape 

• Psychiatry Grand Rounds: Portrait of the Multiple Personality, nd, WRAMC, 61:00, 3/4" 
videotape 

• Psychiatry Grand Rounds: Post Traumatic Stress Disorder, nd, WRAMC, 22:00, 3/4" 
videotape 

Psychiatry Grand Rounds: Post Vietnam Stress Syndrome Presenting as Alcoholism in an 
Active Duty Population, nd, A.H.S, 48:00, 3/4" videotape 

Psychiatry Grand Rounds: Principles of Alcoholism Psychotherapy, nd, WRAMC, 60:00, 
3/4" videotape 

Psychiatry Grand Rounds: Psychodynamic Consideration in Drug Abuse, nd, WRAMC, 
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55:00, 3/4" videotape 

Psychiatry Grand Rounds: Recent Psychoanalytic Perspectives on Adolescence, nd, 
WRAMC, 50:00, 3/4" videotape 

Psychiatry Grand Rounds: Recent Psychoanalytic Perspectives on Adolescents, nd, 
WRAMC, 30:00, 3/4" videotape 

Psychiatry Grand Rounds: Recognition and Identification of the Impaired Professional, 
nd, WRAMC, 22:00, 3/4" videotape 

Psychiatry Grand Rounds: Recognition and Identification of the Impaired Professional, 
nd, WRAMC, 60:00, 3/4" videotape 

Psychiatry Grand Rounds: The Narcissistic Personality with a Borderline Organization: 
Artistic Fragments of a Case, nd, WRAMC, 75:00, 3/4" videotape 
Psychiatry Grand Rounds: The Use of Neuroendocrine Studies in the Management of 
Depressive Disorders, nd, A.H.S, 67:00, 3/4" videotape 

Psychiatry Grand Rounds: Was the Assassin of President Garfield Insane, nd, A.H.S, 
22:00, 3/4" videotape 

Psychiatry Grand Rounds: Was the Assassin of President Garfield Insane, nd, A.H.S, 
60:00, 3/4" videotape 

Psychopathology and Preventive Intervention in Infancy and Early Childhood, nd, 
WRAMC, 28:00, 3/4" videotape 

Psychosocial Influence in the Transmission and Maintenance of Alcoholism, nd, WRAMC, 
3/4" videotape 

Psychosocial Influences in the Transmission and Maintenance of Alcoholism, nd, 
WRAMC, 60:00, 3/4" videotape 

• Pulling a Dead Soldier Out of Water ETO (Stock Footage), nd, 40', b&w silent 16mm film 
Pulmonary Arteriovenous Fistula Parts 1, 2, and 3, nd, 700', color silent 16mm film 
Pulmonary Arteriovenous Fistula Parts 1, 2, and 3/Operative Procedures for Pulmonary 

• Pulmonary Calcifications, nd, WRAMC, 57:00, 3/4" videotape 

Pulmonary Surfactant System... Radiologic Aspects, nd, WRAMC, 43:00, 3/4" videotape 

• Pulse of Life (New), nd, 30:00, 

Putting on and Removing Sterile Gloves, nd, A.H.S, 4:58, 3/4" videotape 

• Quadricept Plasty, nd, WRAMC TV, 12:13, VHS 1/2" videotape 

• Quadricept Plasty to Improve Knee Function, nd, WRAMC TV, 10:15, VHS 1/2" videotape 
Quality and Economy Dentures, Reel 1, nd, A.H.S, 52:00, 3/4" videotape 

Quality and Economy Dentures, Reel 2, nd, A.H.S, 34:00, 3/4" videotape 

Rabbit Experiments, nd, 300', b&w sound 16mm film 

Rabbit Experiments, nd, 350', color silent 16mm film 

Rabies in Human Patient, nd, 100', color silent 16mm film 

Radial Nerve Lesion and Repair, nd. Army Institute of Pathology, 16mm 

Radiation: Physician and Patient [Radiation Pathology], nd, American College of 

Radiology and U.S. Public Health Service, 1400', 16mm color 

• Radical Orchidectomy for Malignancy of Testis, nd, WRAMC TV, 14:28, VHS 1/2" 
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videotape 

Radilogic Pathology: Supratentorial Angiography Normal Anatomy I, nd, WRAMC, 55:00, 
3/4" videotape 

Radio Frequency Radiation the Invisible Hazard, nd. Department of the Army/WRAMC 
TV, 15:00, VHS videotape 

Radiologic Basis of Pulmonary Patterns Parts, nd, WRAMC, 3/4" videotape 

Radiologic Characteristics of Pulmonary Neoplasms and Pseudoneoplasms, nd, WRAMC, 

62:00, 3/4" videotape 

Radiologic Endoscopic Correlations in Inflammatory Disorders of the Gastrointestinal 
Tract, nd, WRAMC, 53:00, 3/4" videotape 

• Radiologic Evaluation of Cystic Neck Masses, The, nd, WRAMC, 57:17, 3/4" videotape 
Radiologic Pathology Granlomatous Diseases of the Chest Part 1, nd, WRAMC, 55:00, 
3/4" videotape 

Radiologic Pathology Granlomatous Diseases of the Chest Part 2, nd, WRAMC, 43:00, 
3/4" videotape 

Radiologic Pathology Lecture " Generalized Orthopedic Diseases of Childhood ", nd, 
WRAMC, 54:00, 3/4" videotape 

• Radiologic Pathology Left Lateral Chest Radiograph Part 1, nd, WRAMC, 54:00, 3/4" 
videotape 

Radiologic Pathology Pathophysiology Basis of Pulmonary Patterns Part 2, nd, WRAMC, 
58:00, 3/4" videotape 

Radiologic Pathology Recent Concepts in Interstitial Pulmonary Disease Part 1, nd, 
WRAMC, 57:00, 3/4" videotape 

Radiologic Pathology Recent Concepts in Interstitial Pulmonary Disease Part 2, nd, 
WRAMC, 47:30, 3/4" videotape 

• Radiologic Pathology: Normal Variants that Stimulate Disease Part 1, nd, WRAMC, 57:00, 
3/4" videotape 

• Radiologic Pathology: Normal Variants that Stimulate Disease Part 2, nd, WRAMC, 56:00, 
3/4" videotape 

• Radiologic Pathology: Normal Variants that Stimulate Disease Part 3, nd, WRAMC, 60:00, 
3/4" videotape 

Radiologic Pathology: Pathways of Spread of Intra Abdominal Malignancy, nd, WRAMC, 
56:00, 3/4" videotape 

Radiologic Reporting of Orthopedic Trauma, nd, WRAMC, 59:40, 3/4" videotape 

• Radiological Aspects of Lymphoma of the Gastrointestinal Tact, nd, WRAMC, 59:18, 3/4" 
videotape 

• Radiology of Asbestosis, nd, WRAMC, 52:00, 3/4" videotape 

• Radiology of Localized Bronchial Obstruction, nd, WRAMC, 42:05, 3/4" videotape 

• Radiology of Localized Bronchial Obstruction, nd, WRAMC, 45:05, 3/4" videotape 

• Radiology of Malignant Fibrous Histiocytoma, nd, WRAMC, 46:41, 3/4" videotape 

• Radiology of Neonatal Intensive Care, nd, WRAMC, 60:00, 3/4" videotape 

OHA 253 
Page 130 of 143 



• Radiology of the Appendiceal Disease, nd, WRAMC, 61:21, 3/4" videotape 

• Radiology of the Sella Turcica, nd, WRAMC, 53:00, 3/4" videotape --Radionuclide 
Cystography, nd, WRAMC, 43:00, 3/4" videotape 

• Radionuclide Renal Imaging, nd, WRAMC, 56:00, 3/4" videotape 

• Radiotelephone Procedures, nd, WRAMC, 30:00, 3/4" videotape 

Rank Hath No Privileges: Psychosocial Responses to AIDS, nd, VHS videotape 

• Rape Crisis Syndrome and Treatment, nd, WRAMC TV, 91:00, VHS videotape 

• Radiologic Basis of Pulmonary Patterns Part 1, nd, WRAMC, 59:00, 3/4" videotape 

• Real M.A.S.H., nd, Hoggard Films, 50:00, VHS videotape 

Reality Check, nd, San Francisco Department of Public Health, 15:00, Beta SP videotape 
Recent Advances in Radiology of the Duodenum, nd, A.H.S, 59:00, 3/4" videotape 

Recognize and Give First Aid for Heat Injuries, nd. Department of the Army/WRAMC TV, 
11:00, VHS videotape 

Reconstruction of the Mandible, Part 1, nd. 

Reconstruction of the Mandible, Part 1, nd, color silent 16mm film 

Rectal Prolapse, nd, 75', color silent 16mm film 

• Red Cross, nd, WRAMC, 5:30, 3/4" videotape 

• Red Ribbon "There Is Hope" Video, nd, 1/2" videotape 
Regional Equipment Video Tape 3, nd, Synthes, VHS videotape 
Rehabilitation Center, Bromsgrove, England. May 21, 1943., nd, 16mm 
Rehabilitation in the European Theater of Operation, nd, 1000', b&w sound 16mm film 
Rehabilitation Nerve Paralysis, Upper Extremity, Correction by Surgery, nd, color silent 
16mm film 

• Relational Growth Group Session 1 Setting the Context, nd, WRAMC, 41:50, 3/4" 
videotape 

Relational Growth Group Session 3 The Family Grid: Discussion, nd, WRAMC, 32:00, 3/4" 
videotape 

Relational Growth Group Session 7 Life Science Genogram, nd, WRAMC, 40:35, 3/4" 
videotape 

Relines, Repairs, and Prosthodontic Conversions, nd, WRAMC, 32:00, 3/4" videotape 
Removal of Impacted Teeth, Part 1, nd, color silent 16mm film 
Removal of Impacted Teeth, Part 2, nd, color silent 16mm film 

Removal of Magnetic Intra ocular Foreign Body and Repair of Retinal Detachment, nd. 
Army Medical School, Army Medical Center, 400', 16mm color 
Removal of Pericardial Calonic Cyst, nd, 16mm 

• Renal Etiologies of Hypertension, nd, WRAMC, 44:32, 3/4" videotape 
Repair of Burn Damage Arms, nd, 300', color silent 16mm film 

Repair of Rupture, Membranous Urethra, nd, 250', color silent 16mm film 

Repair of Ruptured Membranous Urethra, nd. Photo Department of the Army Medical 

School, 375', color silent 16mm film 

Requiem, nd, Rhoades, Tracy, 1/2" videotape 
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Research Frontiers for Future Investigation, nd, AFIP, 16mm 
Research Frontiers for Future Investigation (part 2), nd, AFIP, 16mm 

• Research in Diseases (AFIP Richard Folks Lecture), nd, 1400', 16mm b&w 
Resection of Wrist, nd, 200', color silent 16mm film 

• Resection of the Ureteropelvic Junction, nd, WRAMCTV, 12:04, VHS 1/2" videotape 
Reserved for Patients, nd, 350', 16mm b&w 

Reserved for Patients, ASF Convalescent Hospital, Camp Upton, L.I., N.Y., nd, 350', 
16mm b&w 

Reserved for Patients, ASF Convalescents Hospital, Camp Upton, Long Island, New York., 
nd, 350', b&w sound 16mm film 

• Respiratory Distress in the Newborn, nd, WRAMC, 46:00, 3/4" videotape 
Responsible Driver, nd. National Safety Council, 10:00, 16mm 

• Restoring Anterior Teeth, nd, NMAC, 140:0, 3/4" videotape 

Restoring Anterior Teeth with Pore. Fused to Gold, nd, NMAC, 3/4" videotape 

• Restoring Anterior Teeth with Porc./Vital, nd, NMAC, 3/4" videotape 

Retrograde Amalgam in Endodontics, nd. Academy of the Health Sciences, 14:20, 3/4" 
videotape 

Return to Bikini, nd, US Atomic Energy Commission, 28:00, color sound 16mm film 
Rhabdomyosarcoma of Right Orbit, nd, color silent 16mm film 

• Rickets and Osteomalcia Are Still Around, nd, WRAMC, 56:35, 3/4" videotape 

• Rifle Marksmanship, nd, WRAMC, 30:00, 3/4" videotape 

• Roentgen Examination of the Foot, nd, WRAMC, 55:00, 3/4" videotape 
Roentgen Manifestations of Pulmonary Loss, nd, WRAMC, 33:48, 3/4" videotape 

• Roentgen Manifestations of Pulmonary Loss, nd, WRAMC, 58:00, 3/4" videotape 
Roentgenographic Abnormalities of the Gallbladder with and without Contrast 
Enhancement (side 3, copy 1), nd, AFIP, audiotape 

Roentgenographic Abnormalities of the Gallbladder with and without Contrast 
Enhancement (side 3, copy 2), nd, AFIP, audiotape 

Roentgenographic Abnormalities of the Gallbladder with and without Contrast 
Enhancement (sides 1 & 2), nd, AFIP, audiotape 

• Role Playing Part 1, nd, B.A.M.C, 50:45, 3/4" videotape 

• Role Playing Part 1, nd, B.A.M.C, 70:52, 3/4" videotape 

• Role Playing Part 2, nd, B.A.M.C, 70:52, 3/4" videotape 

Routine Pelvic Examination and Cytologic Method, nd, American Cancer Society & 
National Cancer Institute, color sound 16mm film 

Routine Roentgenographic Examination of the Mastoids, nd, WRAMC, 54:30, 3/4" 
videotape 

• S.O.A.P., nd. Academy of Health Sciences, 59:11, 3/4" videotape 

• SAEDA/OPSEC, nd, 59:00, 3/4" videotape 

Safe Blood Transfusion. Safety patient. Fire and Electrical Code Management., nd, 
WRAMC / Department of Nursing Training, 69:00, VHS videotape 
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• Safe Medication Administration, nd. Department of the Army/WRAMC TV, 14:00, VHS 
videotape 

Sandfly Control, outtakes and trims, nd, 100', b&w silent 16mm film 
Saphenous Vein Ligation, nd, 200', color silent 16mm film 
Schistosomiasis (Dr. Faust), nd, 150', color silent 16mm film 

Schistosomiasis (German) Die Bilharziades Menschen, Frankfurt a Maen Huchst, nd, 
400', b&w silent 16mm film 

Schistosomiasis (stock footage) Part III/3 (Header says "Perineal Resection"), nd, color 
silent 16mm film 

Schistosomiasis Cinemicrography, nd, 100', color silent 16mm film 
Science of a Murder, nd, 56:00, 1/2" videotape 

Sclerodoma [title on film] Sclerocerma [title on can], nd, color silent 16mm film 
Scouting and Patrolling: The Mounted Patrol, Horse, Part 2, nd. Signal Corps., 600', b&w 
sound 16mm film 

Scrub Rules (Produced for training of detachment Medical Department, Hospital Branch, 
Fort Bragg, North Carolina, nd, 400', b&w silent 16mm film 
Scrub Typhus, nd, 800', b&w silent 16mm film 

Second General Hospital, England, nd, 400', b&w sound 16mm film? 

Selected Autopsy Techniques for Air Craft Accident Investigation, nd, 900', color silent 

16mm film 

• Selected Task Reviews, nd, A.H.S, 59:30, 3/4" videotape 

Selective Techniques in Cinebronchography, nd, 700', b&w sound 16mm film 

Sex in the 20th Century Hour 2: Passion's Coming of Age, nd, MPH Entertainment, Inc., 

VHS videotape 

• Sex in the 20th Century Hour 3: Make Love, Not War, nd, MPH Entertainment, Inc., VHS 
videotape 

• Sexuality and Aging, nd, GPN, 58:48, VHS videotape 

• Shoulder Arthrography, nd, WRAMC, 53:00, 3/4" videotape 
Shoulder Fusion, nd, 200', color silent 16mm film 

• Skill Qualification Test for the Medical Soldier, nd, A.H.S, 15:36, 3/4" videotape 
Skin Graft to Legs, Part II, nd, 400', color silent 16mm film 

Skin Graft Face, Facial Surgery., nd, color silent 16mm film 

Skin Graft Hand, 117th General Hospital, nd, 400', color silent 16mm film 

Skin Graft Hand Chest, nd, 400', color silent 16mm film 

Skin Graft Scars and Results, nd, 125', color silent 16mm film 

Skin Grafts Burns Repair of Gunshot Wound left ear, nd, 350', color silent 16mm film 
Skin Grafts Hand, nd. War Dept. Signal Corps, 16mm 

• Small Bowel Enteroclysis, nd, WRAMC, 55:00, 3/4" videotape 

• Small Bowel Tumors, nd, A.H.S, 62:00, 3/4" videotape 

Small Bowel a Pathophysiologic Approach, nd, A.H.S, 58:00, 3/4" videotape 

• Smart Sex Highlights, nd, 11:05, 1/2" videotape 
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Sodium Pentathol for Intravenous Anasthetic. Abbott Laboratories Advertisement., nd, 
1200', color silent 16mm film 

Some Aspects of Accessible Cancers #4: Breast, nd, British, Stanford Cade, et al, 900', 
16mm b&w 

Some Aspects of Accessible Cancers (3) Larynx, nd, b&w sound 16mm film 

Some Interesting Aspects of Infective Lesions of the Skeleton, nd, WRAMC, 55:00, 3/4" 

videotape 

Something of the Danger that Exists, nd, 58:30, 3/4" videotape 

• Song of Survival, nd. Department of the Army/WRAMC TV, 57:00, VHS videotape 
Spasms, nd, color silent 16mm film 

Special Delivery: Safe Transportation of Premature and Small Infants, nd. Automotive 
Safety for Children Program, VHS videotape 

Special Trust and Confidence [Army talking heads], nd, 700', color sound 16mm film 
Spinal Injuries: Long Spine Board Applications, nd. Academy of the Health Sciences, 
18:14, 3/4" videotape 
Spinning Levers, nd, 16mm b&w 

• Splint a Suspected Fracture, nd. Department of the Army/WRAMC TV, 9:00, VHS 
videotape 

Springtime is Eggtime (copy 2), nd, Fleischmann, Standard Brands, 20:36, 1/2" videotape 

• Standard Methods for Determining Body Fat, nd, A.H.S, 16:03, 3/4" videotape 

Starting an Intravenous Infusion, nd. Academy of Health Sciences, 20:55, 3/4" videotape 
Sterility, Medicine Around the World, Volume 1, Film 5, nd, 900', color silent 16mm film 
Stories Behind the Red Ribbon, The, nd. Artist Services, Inc.; Todd Clark Production, 1/2" 
videotape 

Story of Cheese, The (copy 2), nd, Beatrice Foods Company, 17:29, 1/2" videotape 
Strategies for Medical Support to Military Alcohol and Drug Programs, nd, WRAMC, 
24:00, 3/4" videotape 
Stroke Patient, The, nd, 35 mm film 

• Student Reflection on Social Work Field Training Part 1, nd, WRAMC, 59:00, 3/4" 
videotape 

Student Videotapes: Prozac: Revolutionizing the Perception and Treatment of 
Depression & American Civil War Medicine, nd, 58:30, VHS videotape 
Studies on Phagocytosis Role of Palasma Opsonin, nd, b&w silent 16mm film 
Studies on Phagocytosis: Role of Opsonin, nd. Biological Laboratories, Chemical Corps, 
b&w sound 16mm film 

• Studio B: Army Aidman's Kit, The, nd, US Army Academy of Health Sciences, 59:49, 3/4" 
videotape 

Studio B: Counseling Strategies, nd, US Army Academy of Health Sciences, 57:59, 3/4" 
videotape 

• Studio B: EPMSwith LTCG.L. Fuller, nd, US Army Academy of Health Sciences, 55:56, 
3/4" videotape 
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• studio B: OPMS/DOPMA, Part 2, nd, US Army Academy of the Health Sciences, 55:10, 
3/4" videotape 

Studio B: Unit Level Medical Support, nd, US Army Academy of Health Sciences, 3/4" 
videotape 

Study of the Human Skeleton with the Joints and Ligaments by Jacob Sarnoff, MD, nd. 
Bray Picture Corp, b&w silent 16mm film 

• Success and Failure, nd, WRAMC TV, 51:00, 3/4" videotape 
Suction Sprocket Prosthesis for the Below the Knee, nd, 16mm 

Supportive Care, nd, American Journal of Nursing Co. Educational Services Division, 3/4" 
videotape 

Supratentorial Angiography Normal Anatomy Part 2, nd, WRAMC, 40:00, 3/4" videotape 
Surgery (Miscellaneous), nd, 1200', b&w silent 16mm film 

Surgery Part 5 [Rhabdomyosarcoma of Right Orbit?], nd, 50', color silent 16mm film 
Surgery Colostomy, nd, 1100', color silent 16mm film 

Surgical Correction of Congenital Deformities, Part I, nd, American Society for Surgery of 
the Hand, 3/4" videotape 

Surgical Correction of Congenital Deformities, Part II, nd, American Society for Surgery 
of the Hand, 3/4" videotape 

Surgical Placement of the MIC Transgastric Jejunal Tube: Dr. Mark Koruda, nd, WRAMC 
TV, VHS videotape 

Surgical Repair* Left Eye Shell Fragment Damage, nd, 400', color silent 16mm film 
Surgical Repair Left Eye, Shell Fragment Damage, nd, 400', color silent 16mm film 
Surgical Treatment of Burn Cases, nd, 900', color silent 16mm film 

Surgical Treatment of a Herniated Lumbar Disk, nd, 35 mm film 
Surgical?, nd, 500', 16mm color 

Survey a Casualty in a Combat Setting, nd. Department of the Army/WRAMC TV, 17:00, 
VHS videotape 

Survival, Evasion, Resistance and Escape, nd, US Army Medical Department, 46:05, 3/4" 
videotape 

Swans Ganz Theory & Technique: Flow Directed Right Heart Catheterization, nd, 
Edwards Laboratories, 18:00, 3/4" videotape 

• Sydenham's Chorea, nd, WRAMC, 12:29, U matic 

Synovectomy Right Knee Rheumatism and Arthritis, nd, color silent 16mm film 
Synovectomy Right Knee Rheumatism and Arthritis, nd, 400', color silent 16mm film 
Syphilis; Fight Syphilis; For Your Information; Know For Sure; The Miracle of Living, nd, 
104:0, VHS videotape; DVD 

Syphilis; Fight Syphilis; For Your Information; Know For Sure; The Miracle of Living (For 
Sale Copy), nd, 104:0, VHS videotape 

• Teaching Safety on the Job. Human Factor Series #4., nd. National Safety Council, 10:00, 
16mm 

• Team Work for Safety, nd. National Safety Council, 12:00, 16mm 
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• Tech of Repetitive Stimulation, nd, American Association of Electromyography and 
Electrodiagnosis/WRAMCTV, VHS videotape 

• Technique of the Modified Guillotine Amputation, nd, WRAMC TV, 09:10, VHS 1/2" 
videotape 

• Terminal Ballistics of Antique and Modern Firearms, nd. Spartan Industries, 20:55, 

• Terminal Ballistics of Antique and Modern Firearms, Copy II, nd, AFIP, 20:53, 

• Terminal Ballistics of Antique and Modern Firearms, Copy III, nd, AFIP, 20:53, 

• Terminal Ballistics of Antique and Modern Firearms, Copy IV, nd. Spartan Industries, 
20:53, 

• Terminal Ballistics of Antique and Modern Firearms, Copy V, nd. Spartan Industries, 
20:53, 

• Terminal Ballistics of Antique and Modern Firearms, Copy VI, nd. Spartan Industries, 
20:53, 1/2" Beta videotape 

• Test of Time: From HIV to AIDS, nd. Burroughs Wellcome Co., 1/2" videotape 

• The AID[s] Crisis and the Church, nd. Department of the Army/WRAMC TV, 56:00, VHS 
videotape 

• The Amphibian Truck in Shore to Ship Evacuation of Casualties, nd, color silent 16mm 
film 

• The Amphibian Truck in Shore to Ship Evacuation of Casualties, nd, 400', color silent 
16mm film 

• The Approach to Imaging of the Spine, nd, WRAMC, 59:54, 3/4" videotape 

• The Army Institute of Pathology, nd, WRAMC TV, 850', b&w sound 16mm film 

• The Army Medical Readiness Test, nd, U.S. Army, 20:00, 3/4" videotape 

• The Artificial Kidney / Man Mimics Machine, nd, Tranvenol Laboratories, Inc., 53:00, 
3/4" videotape 

• The Barbara Walters Special: "Medical Aspects of Human Reliability". The Red Triangle, 
nd, 30:00, Beta 

• The Barbara Walters Special: "Medical Aspects of Human Reliability". The Red Triangle, 
nd, 30:00, VHS videotape 

• The Biochemical Profile in Alcoholism, nd, WRAMC, 39:00, 3/4" videotape 

• The Car Ahead, nd. National Safety Council, 10:00, 16mm 

• The Collection of Adult Flies, nd. Communicable Disease Center, Federal Security Agency 
Public Health Service, 200', color sound 16mm film 

• The Community, nd, WRAMC, 20:49, 3/4" videotape 

• The Crossroads Crash, nd. National Safety Council, 10:00, 16mm 

• The Cystic Renal Mass, nd, WRAMC, 56:35, 3/4" videotape 

• The Day They Died, nd, 92:00, VHS videotape 

• The Draftsman, nd, 350', b&w sound 16mm film 

• The Effects of Cancer on Tissue Isoantigens A, B and H, Israel Davidsohn, MD, nd, 1500', 
b&w sound 16mm film 

• The Effects of Metallic Ions and Osmotic Disturbances on the Heart, nd, 400', b&w 
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sound 16mm film 

• The Exploratohum "Changing Your Health for Life", nd, VHS videotape 

• The Flexicath Subclavian Cannula, nd, Shiley, 7:00, 3/4" videotape 

• The Forgotten Abdomen: Peritoneum, nd, WRAMC, 38:18, 3/4" videotape 

• The Gall Bladder What If It's Not Stones ?, nd, A.H.S, 58:30, 3/4" videotape 

• The Gial Examination [First frames are shots of teeth in gums], nd, 500', color silent 
16mm film 

• The Head-on Crash, nd. National Safety Council, 10:00, 16mm 

• The Hennepen County The Cretequi, nd, WRAMC, 14:00, 3/4" videotape 

• The Immunology of Allergy, nd, Roche, 1/2" videotape 

• The Impaired Professional: Identification and Systems Intervention, nd, A.H.S, 17:00, 
3/4" videotape 

• The Impaired Professional: Identification and Systems Intervention, nd, A.H.S, 60:00, 
3/4" videotape 

• The Index of Misfortune: Antecedent Variables in a Group of High Risk Mothers and 
Steps in the Therapeutic Process, nd, WRAMC, 42:00, 3/4" videotape 

• The Individual, nd, WRAMC, 17:28, 3/4" videotape 

• The Intake Interview, nd, A.H.S, 21:12, 3/4" videotape 

• The Magnitude of the Problem: Numbers of Patients, Types of Injuries, nd, A.H.S, 43:00, 
3/4" videotape 

• The Many Faces of Chondrosarcoma, nd, WRAMC, 40:00, 3/4" videotape 

• The Medical Department in the Okinawa Operation Leyte Preparation for Mounting, nd, 
350', color silent 16mm film 

• The Medical Department in the Okinawa Operation. Leyte., nd, 1600', 16mm color 

• The Medical Department in the Okinawa Operation. XXIV Corps on Leyte Preparation for 
Mounting. [Description (from sticker) Setting up and Sanitary Measures, nd, 325', color 
silent 16mm film 

• The National Sleep Disorders Update: A Television Workshop, nd, NCME, 3/4" videotape 

• The National Museum of Health and Medicine, nd, 16:38, VHS videotape 

• The Observations on Cultured Chick Myocardial Cells, nd. University of Washington 
School of Medicine, 425', b&w sound 16mm film 

• The Obstructed Colon, nd, A.H.S, 53:00, 3/4" videotape 

• The Opacified Sinus Benign or Malignant, nd, WRAMC, 52:30, 3/4" videotape 

• The Pain of Managing Pain: Local Anesthetics Reel 2, nd, A.H.S, 50:00, 3/4" videotape 

• The Pain of Managing: Local Anesthetics Reel 1, nd, A.H.S, 60:00, 3/4" videotape 

• The Pathologist, Unseen Member of the Medical Team, nd, Intersociety Committee on 
Pathology Information, 35 mm slides 

• The Patient's View, nd. Department of the Army/WRAMC TV, 51:00, VHS videotape 

• The Phantom Virus, nd, 57:12, VHS videotape 

• The Physical Readiness Test, nd, A.H.S, 19:35, 3/4" videotape 

• The Privacy Act of 1974, nd. Department of Defense, 32:00, 3/4" videotape 
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• The Radiographic Spectrum of Pulmonary Metastatic Disease, nd, WRAMC, 52:00, 3/4" 
videotape 

• The Radiologist Looks at Mesentric Ischemia, nd, WRAMC, 57:00, 3/4" videotape 

• The Radiology of the Extraperitoneal Spaces, nd, WRAMC, 47:00, 3/4" videotape 

• The Science of Murder, nd, WGBH, 57:00, 

• The Sensing of Sound, Bio Films, Ltd., Dr. Eugene Lewis, nd, 16mm 

• The Small Bowel Examination, nd, WRAMC, 57:00, 3/4" videotape 

• The Sneeze, Photography, by M. W. Jennison, nd, AFIP, 150', b&w silent 16mm film 

• The Technical Approach to the Acute Abdomen, nd, WRAMC, 55:00, 3/4" videotape 

• The Traditional Approach to Allergy Diagnosis, nd, Roche, 1/2" videotape 

• The US Field Medical Card, nd, A.H.S, 15:00, 3/4" videotape 

• The United States Army Presents: PMF 5152s, Psychiatric Interview Techniques Part 19, 
nd, 16mm b&w 

• The Violent Adolescent, nd, WRAMC, 49:00, 3/4" videotape 

• Thermometers: Use and Decontaminate, nd. Department of the Army/WRAMC TV, 
14:00, VHS videotape 

• Think About It: Be Smart, Don't Start, nd, US Department of Health & Human Services, 
Public Health Service, Office of Substance Abuse Prevention, 13:35, 1/2" videotape 

• Thoracentesis and Abdominal Paracentesis, nd, 35 mm film 

• Thoracic Esophagoplasy, nd, 700', color silent 16mm film 

• Thoracic Manifestations of AIDS, nd, WRAMC, 49:07, 3/4" videotape 

• Thoracic Outflow Syndromes: The Scalenus Anticus Syndrome. Roll #2 Postoperative, nd. 
Medical Illustration Service, Madigan Army Hospital, Tacoma, Washington, 100', color 
silent 16mm film 

• Thoracic Surgery, nd, 1200', b&w silent 16mm film 

• Thoracic Surgery, nd, 350', color silent 16mm film 

• Thoracic Surgery, Part 8, nd, 300', color silent 16mm film 

• Time of Death, nd, WRAMC, 16:00, 3/4" videotape 

• Tissue, Close up (?) [Necropsy of Regal Python?], nd, 800', color silent 16mm film 

• To Be An Army Nurse, nd, 18:35, 3/4" videotape 

• To Paint the Stars: The Life and Mind of Vincent Van Gogh, nd, Georgetown Television 
Productions, Inc., 56:45, 1/2" videotape 

• Toward a Metabolic Definition of Alcoholism, nd, WRAMC, 30:00, 3/4" videotape 

• Toxic Ingestions: A Systems Approach To... P. R. Holbrook, MD, nd, WRAMC TV, 58:47, 
VHS videotape 

• Tracheotomy, nd, 16mm color 

• Transcultural Treatment Considerations for Puerto Rican Children, nd, WRAMC, 44:00, 
3/4" videotape 

• Transition To Army Practice Seminar: Credentials, nd, WRAMC TV, 18:00, VHS videotape 

• Transmit a 9 Line Medical Evaluation Message, nd. Department of the Army/WRAMC 
TV, 7:00, VHS videotape 
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• Transport a Patient On An Improvised Litter, nd. Department of the Army/WRAIVIC TV, 
6:00, VHS videotape 

• Transportation of the Slick & Wounded, nd, A.H.S, 59:55, 3/4" videotape 

• Trauma Center, nd, WRAIR, 1" videotape 

• Trauma in Infants and Children, nd, A.H.S., 52:00, 3/4" videotape 

• Traumatic Instability of the Wrist, nd, American Society for Surgery of the Hand, 3/4" 
videotape 

• Traumatic Occlusion and Mandible Repositioning, nd, color silent 16mm film 

• Treatment and Re Entry, nd, A.H.S, 17:00, 3/4" videotape 

• Treatment and Re Entry, nd, A.H.S, 60:00, 3/4" videotape 

• Treatment of Contrast Media Reactions, nd, WRAMC, 56:43, 3/4" videotape 

• Treatment of Gunshot Wound to the Right Thigh, nd, 16mm color 

• Treatment of Military Drug Abusers, nd, Brooke Army Medical Center, 31:05, 3/4" 
videotape 

• Treatment of Rheumatism and Arthritis, nd, 125', b&w silent 16mm film 

• Treatment of Rheumatism and Arthritis, nd, 800', 16mm color 

• Treatment of Rheumatism and Arthritis Part 13, nd, 1500', color silent 16mm film 

• Treatment of Rheumatism and Arthritis Part IX, nd, 1100', color silent 16mm film 

• Treatment of Rheumatism and Arthritis Part VIII, nd, 950', color silent 16mm film 

• Treatment of Rheumatism and Arthritis, Part 2, nd, color silent 16mm film 

• Treatment of Rheumatism and Arthritis, Part 2, nd, 800, color silent 16mm film ANSCO 

• Treatment of Traumatic Osteomyelitis, nd, 1200', color silent 16mm film 

• Treatment of an Open Abdominal Wound, nd. Academy of Health Sciences, 6:27, 3/4" 
videotape 

• Treatment of the Impaired Professional and His/Her Family, nd, WRAMC, 31:00, 3/4" 
videotape 

• Treatment of the Seriously Disturbed Adolescent, nd, WRAMC, 3/4" videotape 

• Trenchfoot/Frostbite, Part 1, nd, 400', color silent 16mm film 

• Tribute to General Tempel, nd, AFIP, 17:29, VHS videotape 

• Tripler General Hospital, Craniotomy Skull, nd, 250', color silent 16mm film 

• Troop Recreation, nd, 50', b&w silent 16mm film 

• Troops Unload Truck (?), nd, 800', color silent 16mm film 

• Tropical Diseases, Calcutta, India, nd, 350', b&w silent 16mm film 

• Tubed Pedical Iliac Chips Replaced, nd, 600', color silent 16mm film 

• Tuborculosis of the G.I. Tract, nd, WRAMC, 36:00, 3/4" videotape 

• Tumor of Conjunctiva, nd, 700', b&w sound 16mm film 

• Tumors of the Female Genital Tract Histologic Images and Differential Diagnosis of 
Similar Neoplasms (Dr. Hertig), nd, 16mm color 

• Tumors of the Female Genital Tract Histologic Images and Differential Diagnosis of 
Similar Neoplasms (Dr. Hertig), nd, 16mm color 

• Tumors of the Lung, Part two, nd, color sound 16mm film 
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• Two Sided Models in Health and Disease: Headneck. Wayman R. Spence, M.D., nd, 
Health Edco, Inc., Audio cassette tape 

• Typhus Control Burma [?], nd, 150', color silent 16mm film 

• Typhus Control Japan [can says Burma], nd, 1600', color silent 16mm film 

• Typhus Fever, nd, 300', color silent 16mm film 

• U.S. Army Medicine; U.S. Army Soldier Medicine; Civil War, nd, WRAMC, VHS videotape 

• U.S. Military Aviation History, 1903 1945, nd, 1:30, VHS videotape 

Under the Influence?, nd, Los Angeles County Alcohol Safety Action Project, 1/2" 
videotape 

Unedited Footage of Peripheral Nerve Center/Peripheral Nerve Surgery, nd, 400', color 
silent 16mm film 

Unit Block Posterior Denture Teeth A Technique, nd, color silent 16mm film 

United States Army Institute of Pathology, Emerging Animal Diseases, Dr. Maurer, nd, 

WRAMC TV, 700', b&w sound 16mm film 

United States Army Institute of Pathology, Pathology of Overpopulation, Dr. Christian, 
nd, WRAMC TV, 1000', b&w sound 16mm film 

• Unlicensed, Untrained Driver, nd. Department of the Army/WRAMC TV, 5:00, VHS 
videotape 

Unseen Worlds, nd, 400', b&w sound 16mm film 

Unusual and Abnormal Oral Conditions, nd, color silent 16mm film 

Unusual and Abnormal Oral Conditions, Part 3, nd, color silent 16mm film 

Urethral Catheterization, nd, color silent 16mm film 

Urinalysis Chain of Custody, nd, U.S. Army, 10:32, 3/4" videotape 

Urinary Tract Infection and Reflux in Children, nd, A.H.S., 57:00, 3/4" videotape 

Use of Pressure Indication Paste During the Delivery of Dentures, nd, 9:35, 3/4" 

videotape 

• Vagotomy (Included in PMF 5065), nd, 500', color silent 16mm film 

• Values: Bedrock of Our Profession, nd, A.H.S, 23:08, 3/4" videotape 

• Values: Bedrock of Our Profession, nd, U.S Army, 23:08, 3/4" videotape 

• Values: Bedrock of Our Profession, nd, U.S. Army, 23:08, 3/4" videotape 

• Values: Bedrock of Our Profession, nd. United States Army, 23:08, 3/4" videotape 

• Vascular Rings Anomalies of the Aortic Arch Part 2, nd, WRAMC, 35:20, 3/4" videotape 

• Vascular Rings and Anomalies of the Aortic Arch Part 1, nd, WRAMC, 48:52, 3/4" 
videotape 

• Vesiculo Bullous Lesions of Oral Mucosa, nd, 60:00, 3/4" videotape 

• Vesiculo Ulcerative Lesions, nd, A.H.S, 42:00, 3/4" videotape 

• Vesiculo Ulcerative Lesions II, nd. Academy of Health Sciences, 33:00, 3/4" videotape 

• Veterans Administration Pre Separation Briefing, nd, A.H.S, 16:00, 3/4" videotape 

• WHO... AIDS, A World Wide Effort Will Stop It, nd, WRAMC TV, 120, VHS videotape 

• WHO... AIDS, A World Wide Effort Will Stop It (Exhibit Version), nd, WRAMC TV, 9:13, 
VHS videotape 
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• WRAMC Orientation, nd, WRAMC, 12:00, 3/4" videotape 

• WRAMC Orientation, nd, WRAMC TV, 12:00, 3/4" videotape 

WRAMC Surgery, 11 Jun 58. Surgeons Performing Operation at Walter Reed General 
Hospital. Anatomical location unknown., nd, color silent 16mm film 
Walter Reed Army Medical Center Archival Footage: Welcome to Walter Reed; In Pursuit 
of Excellence; Updated Walking Tour of WRAMC, nd, WRAMC TV, 47:53, Beta videotape 
Walter Reed Army Medical Center Video: Messages to Deployed Soldiers, nd, WRAMC TV, 
33:00, VHS videotape 

Walter Reed Hospital, Miscellaneous cuts: Surgery WRAMC, Medical Emblem, Hospital 
WRAMC, Misc. Officer w/ phone, Sig C Egg scene. Nurse & Doc at desk Korea, Misc. officer 
CV in studio. Misc. officer w/phone. Misc. insignia. Title, Hosp. WRAMC, nd, 
16mm color 

• Waxing Crowns, nd, NMAC, 35:17, 3/4" videotape 

We All Came Home: Army & Navy Nurse POWs in World War II, nd, Dynalectron 
Corporation/Defense Audiovisual Agency, 28:50, 3/4" videotape 

• We Are Here, nd. Department of the Army/WRAMCTV, 2:00, VHS videotape 

• Weapons Safety Part 3 The Pistol Auto Cal:45, nd, WRAMC, 8:00, 3/4" videotape 
Welcome to the U.S. Army Military District of Washington (MDW), nd. Department of the 
Army/WRAMCTV, 13:00, VHS videotape 

Welcoming and Opening Remarks, nd, WRAMC, 5:00, 3/4" videotape 

• What To Do Until The Psychiatrist Comes, nd, 56:49, 3/4" videotape 

• What's New in the Lab Business ?, nd, A.H.S, 50:00, 3/4" videotape 
Where Are You Going?, nd, 7:22, 3/4" videotape 

Who's To Blame, nd. National Safety Council, 07:00, 16mm 

• Who.. .AIDS, A World Wide Effort Will Stop It (Exhibit Version), nd, 9:13, 1/2" videotape 
Why Johnny Bleeds, nd, 500', color sound 16mm film 

Wild Chicago, nd, VHS videotape 

• World of Life, nd, 1000', 16mm color 

Wound Ballistics Uterus and Kidneys in Gelatin Blocks, nd, USUHS, AFIP, 
Wounded Troops, Aleutians, ATTU Operations, nd, 25', b&w silent 16mm film 
Wounded in Action, nd, American Academy of Orthopedic Surgeons, 49:10, VHS 
videotape 

Wounds of the Base of Skull (Vertletzungen on der Schadelbass), nd, 16mm 
Wunder die das Mikroskop Erschliesst (Wonders of the Microscope), nd, 900', b&w 
sound 16mm film 

• X Ray of Skull operative treatment of gunshot wounds, etc., nd, 16mm b&w 

• You Do It for the Flag; We Were There (Medics), nd, WRAMC TV, VHS videotape 

• Your Chicken's Gone to War (copy 2), nd, 39:25, 1/2" videotape 

• Your Personal Affairs, nd, U.S. Army, 10:02, 3/4" videotape 

• Your Personnel Affairs, nd, U.S. Army, 10:02, 3/4" videotape 

• Your Weight Control Diet, nd, Departmentof the Army/WRAMCTV, 19:00, VHS 
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videotape 

["Egg Breaking" title written on can; First scenes IVIen loading crates. Women in kitchen, 
(industrial?)], nd, 600', color silent 16mm film 
[AFIP Change of Command?], nd, 16mm color 

[End reads: Mule Pack Squad with Major Ottenby] [Can reads: Man Enough for the Job], 
nd, 1228', 16mm color 

[Experimental study with mice/Solganal?], nd, color silent 16mm film 
[Guinea Pigs], nd, color silent 16mm film 

[Inside Edition episode on 1985 aircraft crash in Newfoundland], nd, 1/2" videotape 
[Medical (on film)] Medial (on can) Nerve Transplant, nd, 200', color silent 16mm film 

• No Title], nd, 16mm 

[No Title], nd, 16mm color 

[No Title], nd, color silent 16mm film 

[No Title], nd, color silent 16mm film 

• [No Title], nd, 700', color silent 16mm film 

• [No Title], nd, 800', color silent 16mm film 

[No Title] 'Silliphant Film' written on reel, nd, 16mm color 
[No Title] Arm with Lesion?, nd, 200'?, color silent 16mm film 

• [No Title] Dental, nd, 50', color silent 16mm film 

[No Title] Description: Army officials at convention, nd, 350', color sound 16mm film 

[No Title] Eye Surgery, nd, 50', color silent 16mm film 

[No Title] Eyeball Magnified and Illuminated, nd, 50', color silent 16mm film 

[No Title] First frame shows surgery on wound above eyebrow., nd, 400', color silent 

16mm film 

[No Title] First frame: P.C. 24 hr after enucleation; unfixed. Dx. Melanoma, 

disc. [Rhabdomyosarcoma of Right Orbit?], nd, color silent 16mm film 

[No Title] First frames show a man standing facing forward, no shirt on, lifting his arms 

over then behind his head and putting them back down..., nd, 400', color silent 16mm 

film 

[No Title] Gas gangrene, nd, b&w silent 16mm film 
[No Title] German film, nd, b&w silent 16mm film 

[No Title] Gross pathology and possibly surgery, nd, color silent 16mm film 
[No Title] Gynecology movie, nd, color silent 16mm film 

[No Title] Label on can says 'Surgery Part 1' but the film shows a truck moving part of a 
building., nd, 400', color silent 16mm film 

[No Title] Label on can says 'Surgery Part 3' but that is not what the film depicts it is 
unclear without viewing it what exactly is going on in it., nd, 400', color silent 16mm film 
[No Title] Little girl with crutches and (artificial?) legs, nd, 300', color silent 16mm film? 
[No Title] Looks like construction of the Armed Forces Institute of Pathology building, 
nd, 16mm color 

[No Title] Man demonstrating scientific instrument, nd, b&w silent 16mm film neg 
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[No Title] Operation?, nd, 16mm color 

[No Title] Organ Dissection? Surgery?, nd, 500', color silent 16mm film 

[No Title] Pathological specimens cancer, nd, color silent 16mm film 

No Title] Scene of surgeon removing brain from skull..., nd, color silent 16mm film 

[No Title] Soundtrack with no image., nd, 450', 16mm snd 

[No Title] Surgery, nd, color silent 16mm film 

[No Title] Surgery, nd, 400', color silent 16mm film 

[No Title] Surgery [Polyethylene Cranioplasty?], nd, color silent 16mm film 

[No Title] Surgery on a woman., nd, 300', color sound 16mm film 

[No Title] Surgery, Part 1, nd, 300', color silent 16mm film 

[No Title] Surgery, Part 3, nd, 400', color silent 16mm film 

[No Title] Surgery?, nd, color silent 16mm film 

[No Title] Surgery?, nd, 1250', color silent 16mm film 

[No Title] Trims, nd, color silent 16mm film 

[No Title] [Looks like doctors wrapping a burn/traumatic amputation victim's legs], nd, 
1000', color silent 16mm film 

[No Title] [Shots of Aircraft/Helicopters, maybe descending], nd, 150', color silent 16mm 
film 

[No Title] [Surgery on a hand], nd, 1200', color silent 16mm film 

[No Title] [Surgery on a hand], nd, 750', color silent 16mm film 

[No Title] [Treatment of Burns/Rash(?) on the skin on the backs of the legs], nd, 425', 

color silent 16mm film 

[No Title] [Woman working in a laboratory], nd, 800', color silent 16mm film 

[No Title] [taking pulse/blood pressure], nd, color silent 16mm film 

[No Title] could be: Processing Eyes for Histologic Examination, nd, color silent 16mm 

film 

[No Title] looks like someone building an arm cast, nd, 16mm color film 
[No Title] photomicrographs of an amoeba, nd, b&w silent 16mm film 
[No Title] rabbits in a lab setting, nd, color silent 16mm film 
[No Title] surgery, nd, color silent 16mm film 

[Title on can: Skin Graft Hand, but the first frames of the film shows someone's lower 
extremities wrapped in bandages...], nd, 400', color silent 16mm film" 
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